Of all the mixer manufacturers in the industry, why is Audy the only one to offer a full two year warranty? Simple. 
We can back it up. 

We can state unequivocably that the Audy Series 2000 will obey whatever commands your performance requirements dictate. 
Because Audy is more than a manufacturer. We're our own toughest customer. A professional concert sound company for top 
artists throughout North America, Audy conceived and designed the Series 2000 for one simple reason: no other mixer 
was good enough. 

And thousands of concerts later, we're still convinced that the Series 2000 is tjie master of its class. 

The Aucy Series 2000 and Series 2000M monitor consoles. Command and they will obey. We guarantee it. 



A 






For a free, full color brochure, write Audy Instruments, Inc., P.O. 0c>» 2©54, 35 Congress Street, Shetland Industrial Park, Salem, MAP1970. 
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• Dr. Dale Warland. Icli. rllu^i^. dirccinr 
1)1 llii; Dak" W'arland Sirigor>. and Scott 
Rivard. (.hid engineer of Soiriul HO 
Stiidi(>> in Minneapolis, review earlier 
tal^es ol a digital reeording inside a 
Starli Miidge mobile unit. I his is tlie 
third digital recording by the Daie W'ar- 
laiul Singers, produced on the Augsburg 
Sound NO label. I he recording uiiii/cs 
.^M's 4-track digital recorder. 
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PURE PRO 

audio design 

introduces the remarkable 
3535 LOG-8 Microphone Mixer 



e c - ' • 

with l/o/ce-fD^ree'^ option 

Permits the activation and simulta- 
neous use of multiple microptiones 
without f eedba ck and does the job 
automatically - no operator, no 
manual adjustments required 

ASK FOR DESCRIPTIVE FOLDER 



LOOK TO RAULAND FOR EVERYTHING 
IN PROFESSIONAL SOUND 




Spectrum-Master Equalization (Pat- 
ented): Most complete line available. 
Includes 1/3- and 1 -octave models, 
test set. and tunable notch filter. 

Spectrum-Master In-Wall Amplifiers: 
Available in 35-watt. 60-watt. 100-watt 
outputs. Each with built-in 1 -octave 
equalizer and D.R.E. 

Spectrum-Master Amplifiers: Incompar- 
able Model DX (5-year warranty) and 
TAX amplifiers, from 70 to 250 watts 
RMS to meet any professional audio 
requirement. 

Spectrum Series Speakers: Professional 
quality two-way speaker systems em- 
bodying superior components in ad- 
vanced system designs. 

WRITE FOR TECHHICAL BULLETINS 



The Quality Name in 
■Professional Audio 



RAULANO-BORG CORPORATION 

3535 W. Addison St.. Dept. N., Chicago, III. 60618 





Dealing With Head Bumps 

To I'm hill loR; 

Regarding The .S'/wv Sur\ry. Novcm- 
hcr I'JHO. and iih Sui vn s ihc Survey: 
It is pleasing to sec a de facto standard 
arising for analog tape operation and 
alignment. Vet it appears that no studio 
has voiced how it deals with the kn\- 
tVequency reproduce irregularities known 
as "head bumps" or"contourenect. "One 
explanation I ha\e heard of the cause of 
head bumps is that at long wavelengths a 
greater width of the head than just the 
gap becomes a transducer. Regardless 
of the cause of head bumps, multi-track 
(and two-track) tape recorders in m\ 
experience exhibit record playback re- 
sponses varying as much as 4 dB in the 
low frequcncv end. depending on how 
well the reproduce head is designed. One 
machine 1 know has a rise near .10 H/ of 
V/i dH on some tracks (resulting in a 
pinned \u meter), and a slight dip near 
the upper bass region. This is at 1.^ ips 
speed, and at .^0 ips the rise moves to a 
higher frequency and or to a greater 
amplitude. 

Man\ studios feel that 30 ips has a 
worse (weaker) bass response than 15 ips. 
when in rcalitv what happens is that the 
response peak of the reproduce head falls 
at a high enough frequency to be within 
the effects of the reproduce low-fre- 
quency equalization adjustment. Instead 
of bringing this peak down to 0 vu. the 
alignment engineer might find it better to 
make a sweep frequency response of the 
low end up to about 250 h/.. and then set 
the reproduce low-frequency control to a 
level that produces the Jlatiest avcnifie 
low-end response. (He also should use 
some judgment based on listening experi- 
ence, remembering that the ear reacts 
more to peaks in a response than to dips. 
Also, that a peak at 6,1 h/ is more annoy- 
ing than one at .1 1 .5 h/.) 

I he key to this problem is that low- 
frequency equalization should be adjusted 
in record mode. No full-track or multi- 
track .\i)ui frecjueihy test tape (even one 
compensated for fringing effect) is 
adequate to measure the head bumps, 
since thcv often reach their ma.ximum 
or dip he{\\i'eii the standard spot fre- 
quencies. 

My suggestions to deal with this 
problem arc as follows: 

I ) When the machine is first acquired, 
record a tape of the low-frequency re- 
sponse, with swept tones. Chart the 
acquired record playback response for 
each channel. (1 he assumption is made 
that the record equalization is correct. 
That is w hy no machine in m> experience 
has any low -frequency adjustment in the 
record side.) 
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• In l ebruarv. db Magazine goes Inter- 
national. 1 here's a story about an ad- 
vanced new studio in Mexico, our man 
m llritain. .lohn Horuick reports on the 
activities of the AI'RS. and Japan comes 
to Calilornia as we look at Yamaha's 
research center studio complex in Glen- 
dale. There will also be a report on the 
recently concluded (New ^ork) AES 
Convention. And there will be more 
coming in db. The Sound Lngineering 
Magazine. 
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fact: 

you can cut conference 
clutter— and improve 
the sound in the bargain! 




What you can't see . . . lets you hear better! 



Eliminate your conference room's "electronic jungle" with the 
new, inconspicuous Shure Lo-Profile " SM18 unidirectional 
microphone designed to lie flat on the table. Distracting (and 
intimidating) chrome-plated hardware gives way to unobtrusive 
brown foam-encased units. . .even the brown cables blend into 
wood-finished table tops. 

The Model SM18 is ideal for seminars, press conferences, 
speakers' platforms, and sales meetings. 




Unique 
"Surfaci' F.ftecl" 
Pickup 



But appearance isn't the only advantage. A special "Surface 
Reflection Effect " configuration eliminates the unnatural 
hollow sound caused by reflected sounds bouncing off table 
surfaces. The Model SM18 picks up sound from the front while 
suppressing audience noise. It is especially engineered for 
voice range pickup. What you say is what the audience hears . . . 
period. 

For full details, check with your firm's audio visual expert, your 
sound installer, or send for our new brochure (AL630). 

Actual Size 

Also available in white. 




The New SM18 LO-PROFILE microphone by 

Shure Brothers Inc., 222 Hartrey Ave., Evanston, IL 60204 
In Canada: A. C. Simmonds & Sons Limited 
Outside the U.S. or Canada, write to Shure Brothers Inc., Attn: Dept. J6 lor 
information on your local Shure dis?ributor. 

Manufacturers of high fidelity components, microphones, sound systems and related circuitry. 
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Desk Paging? 




Tunner 

Turner desk paging microphones allow the audio professional more 
flexibility in choosing the right microphone for each installation. 
A minimum amount of electronic modification is required because 
Turner hasengineered its products to meet virtually all applications. 
Twelve distinctly different microphones in two desk-top case styles. 
There is a quality Turner desk paging microphone with features to 
meet the following applications requirements: 

• Omnidirectional • Low Impedance • Normally Open Switching 

• Normally Closed Switching • High Impedance • Zone Paging 

• Cardioid • Noise Cancelling • Press-To-Talk • Litt-To-Talk 

• Amplified. 

And, that's only the beginning. Turner has 13 other paging micro- 
phones in gooseneck, handheld and wall mount versions, as well 
as a full line of sound reinforcement microphones. Turner does 
have more, and now, with the additional product development 
strength of Telex Communications, Inc. there will be even more 
to come. 

Quality Products for The Audio Professional 




ELEX TURNER 



TELEX COMMUNICATIONS. INC. 

9£00 ALDRICH AVE SO . MINNEAPOLIS MN 55420 USA 
EUROPE: 22. rue 19 L^ion-a Horneur 93200 SE Denis. France 
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2) Determine the one lou-frequency 
(between approximately 6.1 h/ and 125 h/) 
which, if adjusted to read 0 vu. will result 
in the flatlesl lou-end response. Note 
that this frequenes will probably be dif- 
ferent for 15 and .10 ips. 

.1) Use i/ii.s low-frequency as your 
standard low-end frequency test tone 
recorded at the head of all your tapes. A 
sweep response would be ideal, but 
probably takes up too much tape time. 

4) When an out-of-house tape arrives, 
determine exactly what low-frequency 
test tone(s) is on that tape. If the tone 
coincides with your standard low-fre- 
quency tone, then adjust your reproduce 
equalization to read Ovu. If the tone does 
not coincide, then first observe a chart of 
\our known reproduce response and 
adjust the low-frequency equalization 
accordingly. 

Kor example, if a tape comes with an 
80 hv tone, and your machine should 
have a 1 dB dip at 80 h/ for Hat low end. 
then adjust the 80 h/ to 1 vu. 

1 would like to see reactions from 
recording engineers regarding this 
recommended practice. 
Boh K \iz 

Freelance Recording [".nginecr 
New York Cit\ 



db replies: 

U ell. Iiow ahoiii it reader.' 
hear .some reaciions. 



Lei \ 



On Test Tapes: 

I appreciate the fine articles on test tapes 
in November's db. Referring to Mr. 
McKnights article. "Jay McKnight and 
MRl." Mr. McKnight states, "ProperK- 
used, a calibration tape will last until it 
becomes so limp that youYe sorry for it." 
Two paragraphs later he says. "In time, 
any calibration tape will begin to show 
poor results because of aging (through 
use) — " Which is correct'.' 

Also, why, when we pay so much for 
test tapes must they: 

1. Be sold without leader'.' 

2. Be recorded so close to the front of 
the tape: why not a bit furtherdown 
the reel'.' 

3. Have so little raw tape on the end 
that they come off the machine 
almost immediately when the tone 
ends'.' 

4. Wh\- the difference, sometimes, 
in the 700 Hz reference tone at the 
beginning and the 1 kHz in the 
frequency run'? We have had at 
least two Ampe.x test tapes with the 
700 H/ reference tone about i/; db 
different from the 1 kHz tone. In 
these cases 1 don"t believe it was the 
machines since the same results 
show on several machines. 

I.[;wis Kanoy 

Station Engineer. W FDD-KM 
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Once my cli 
hear the Bose''802, 
they don't 
want me to 
take it back 
to my shop" 

Jay Bridgewater 
Bridgewater Qustom Sound 
Harvey, IL i 




'The Bose 802 speaker is so versatile that >i 
can be used in applications from churches 
to performing arts centers to discos. 
"The speaker is very compact and aestheti- 
cally pleasing Architects tind it especially 
appealing Performers love it t:>ecause of 
the sound. We love it because it's simple to 
install and it saves us money and time in 
installation. 

"Our clients like it because it works and it's 
reliable. You can just turn it on and forge! 
about it. The size and simplicity make it 
about the only system that's practical to 
demonstrate on site before we make a sale. 
We can /us/ bring them in and set them up 
on stands. Once my clients hear the Bose 
802, they don't want me to take it back to 
my shop. 

'Using Bose has opened up new avenues 
of business for us Bose has helped build 
our reputation to what it is today" 



Thank you. Jay. 

It's also nice to know the 802 has a smooth 
frequency response that holds down feed- 
back and reduces the need for extensive 
system equalization. 

But we think reading what Jay Bridgewater 
has to say is nnore likely to make a Bose 
believer out of you. Consider the Bose 
Model 802 when you need speakers for a 
church, theater, night club or disco. It will 
give you the kind of performance and ap- 
pearance that will make you a Bose 
believer 



Belter sound ttirough researcln. 



For the 802 Engineering Bulletin and a 
complete catalog of Bose Professional 
Products, send in the coupon below. 



r, 



Bose Corporation, Dept. SE 
The f\/1ounlain 
Framingham, MA01701 

Please send me the 802 Engineering 
Bulletin and the complete Bose Profes- 
sional Products Catalog, along with a list 
of your dealers and contractors. 



Name: 
Street:. 
City; _ 
Tel:( 



Stale: 



.Zip: 



a. 



ID 
C 



CO 

00 



Pateiii ngWs issued and pending 
/Cop/nghl "979 Bose Corpotaiion, 



L. 



._l 
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Jay McKnight Replies: 

On the life of a Calibration Tape: Sorry 
that the two paragraphs seem to conflict. 
1 meant to indicate that if a calibration 
tape has been carefully used, then by the 
time it is "so limp you're sorry for it," it 
will also "begin to show poor results be- 
cause of aging (through use)," or vice 
versa. 

On leaders: We have followed the 
recommendation of the standards ANSI 
S4.I4 (1976), EiA RS-434 for Magnetic 
Tape Records, which call for "an 
attached leader of non-magnetic material 
or an extension of the magnetic tape 
free from recording, at least one meter 
long extending beyond each end of the 
recorded portion of the tape." (lEC 
Publication 94 has a similar require- 
ment.) The MRL extensions of un- 
recorded tape are approximately two 
meters at each end, which seemed to us a 
convenient length. We would like to hear 
from any other readers who feel that the 
two-meter leader is too short — how long 
you would like it to be? 

On a separate leader: If we attach a 
separate leader to each end, it will add 
to our manufacturing cost (nothing is 
free!), and we feel that it does not add a 
commensurate value to the finished 
product. Furthermore, we find that 
different users leader our tapes according 
to their own needs, so our leadering 
would be redundant. Again, is there a 



large demand for a separate leader? Are 
you willing to pay another couple of 
dollars for it? 

On the questions about level control 
on the 700 Hz and 1000 Hz tones on the 
Ampex Calibration Tapes: Only Ampex 
can answer these questions. I am for- 
warding Mr. Kanoy's letterand this reply 
to Mr. Stan Busby, who is manager of 
the Ampex audio engineering group, for 
his answer. 

On Mr. Katz's comments on the 5'/;<ir5 
Survey, which relates to calibration 
tape usage for measuring and adjusting 
the reproducer's low-frequency response: 
Everything he says is absolutely true. 
Although what he says has been pub- 
lished many times before in technical 
articles (1, 2) and in manufacturers' 
instruction books (3 ... 6) he is quite right 
that most users and technicians are still 
not aware of these facts. We inadvert- 
ently omitted this method from the 
instructions that accompany our Cali- 
bration Tapes, but we will add it in our 
next revisions. I would certainly be glad 
to see anything that Spars, db Magazine, 
and Mr. Katz can do to bring this matter 
to the attention of those who do the 
practical adjustment and operation of 
studio recorders. 

John G. (Jay) McKnight 
President 

Magnetic Reference Laboratory 



REFERENCES: 

1. J. G. McKnight, "Tape Reproducer Re- 
sponse Measurements with a Reproducer Test 
Tape," J. Audio Eng. Soc. Vol. 15, pp. 152- 
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2. J. G. McKnight, "Low-Frequency Re- 
sponse Calibration of a Multitrack Magnetic 
Tape Recording and Reproducing System," 
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from MRL, 229 Polaris Ave., Mountain View, 
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3. Anon., "Ampex AG-440 and AG-445 
Recorder and Reproducer, Operation and 
Maintenance Manual," Ampex Corp. Manual 
Number 4 890 301 ,( 1969 and later revisions). 
See Sec. 4C.3.9, "Low Frequency Reproduce 
Equalization." 

4. Anon., "Scully 280 B Series Recorders/ 
Reproducers, Instruction and Maintenance 
Manual," Scully Metrotech Div. of Dicta- 
phone Corp., Cat. No. 200 612, (undated, 
about 1974). See Sec. 6.2.3 d. 

5. Anon., "MCI JH-1 lOA Professional Tape 
Recorder, Technical Manual," MCI Inc., 
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5.9.11 "Reproduce— Low Frequency Adjust- 
ment." 

6. Anon., "Ampex ATR-lOO Series Re- 
corder 'Reproducer, Operation and Mainte- 
nance," Ampex Corp. Cat. No. 4 890 407-01 
(1977). See Sec. 5-31 "Use of Alignment 
Tapes," last paragraph: Sec. 5-35 "Reproduce 
Equalization Adjustment," Sec. 5-36, Para. 
12: and Sec. 5-45 "Record Alignment," 
Sec. 5-46, Para. 27. 



Don't live with noise. 





The DYNEX Nolse Suppressor helps 
get rid of electronic and environ- 
mental baclcground noise without 
sacrificing program clarity. 



filming or studio recording and 
production. 



Choose low-frequency, high- 
frequency or wideband noise 
suppression. As legitimate program 
energy in the suppressed band 
increases, suppression is progres- 



You don't have to live with noise. Find 
out more about the DYNEX. call or 
write us today. Model 241, 
siveiy reduced. The result is a cleaner DYNEX -$300. 
sound for broadcasting, location 



inovonics inc. 

503-B Vandell Way 
Campbell, CA 95008 



Telephone 

(408) 374-8300 



3 

1 



To The Editor: 

When Altec closed its microphone 
operation a few years ago, all the Altec 
mikes in the field became orphans. But 
somewhere in southern California there 
must be a former Altec employee or 
service shop with the capability to 
service relics such as the 21 D condenser 
mike. Does any db reader have informa- 
tion on where or to whom 1 can go for 
parts or service on the venerable 21 D? 
Responses desired by Bruce Mallion, 
8 Elaine Road, Stoneham, Mass. 02180. 
Collect calls taken at (617) 899-3250. 

Bruce Mallion 

db replies: 

How about II readers? Anybody out 
there able to help out an orphan? 



To The Editor: 

I have recently become the proud 
owner of an old Ferrograph Super Seven 
'/5-Track Tape Deck. 

I would like to obtain service manuals 
for it, but 1 can't find the address of the 
manufacturer. Can you help me in this 
matter? 

Leonard Barish 

db replies: 

In order to obtain a service manual, 
contact Richard Chilvers ofNeal Ferro- 
graph at 652 Glenhrook Rd.. Stamford. 
Conn. 06906. 
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The 1980-81 BILLBOARD Interna- 
tional Recording Equipment and 
Studio Directory again identifies 
Crown, for the fourth year in a row, 
as the first choice of US studios 
for monitor amplifiers. 

To all the many professionals 
in the recording industry who made 
that happen, we say a heartfelt 
thanks. 

We think we build very good 
amps, but your opinion is the final 
test. You have tested them all, and 
you have selected Crown. 

You have also been exposed 
over the last few years to a large 
amount of promotion which tried 
to convince youthaf'Brand X"or 
"Brand Y" was the choice of profes- 
sionals. We think the BILLBOARD 
numbers present our case much 
betterthan we could have ourselves. 

You also need to know that we 
do not intend to rest on our laurels. 
We intend to maintain this lead- 
ership, with new amplifiers that will 
make the Crown choice even 
easier for you. 

Cordially, 

Ken Woodcox 

Western Regional Manager 



Howard King \ 
Eastern Regional Manager 

' James S. Beattie 

General Sales Manager 



crolun 



1718 W. Mishawaka Rd., Elkhart, IN 46517. 

Innovation. High Teclinology. American. That's Crown. 



Cirtlc I 'J on Reader Service Card 
www.americanradiohistorv.com 




Nowyoudori*!. I 

The Garner Audio Tape Da- 
gaussers and truly the most 
ftexibie and thorough audio 
tape erasi^rs available With Ihem, 
you C9n erase cassettes, reels, 
and cariridpes jn just four 
secfinds. And, guarantee 
that your erasure will meet the 
most stringent recording 
standards, i^t reatly is a case of 
"Now you hear it^m. 
how you don't.*' 




Therein more 
I to hear... 

I Just write Garner Industries for 
I more information: 

I NAME 

I TITLE/POSITION 

' COMPANY 

' ADDRESS . 

I CITY _ _ 

I I 
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BARRY BLfcSSet^ 

dj^ Digital Audio 



Specifications, Part I 



• Up to this point in our series on digital 
audio, we have been dealing with straight- 
forward technical material. T here has 
been nothing controversial, since the 
presentation was based on classical 
mathematics and physics. Now, just to 
change the mood. I would like to bring 
up a set of issues which will clearly 
generate some heat. How do we specify 
the requirements for a digital audio 
system? In the analog domain, the issue 
was usually moot since the audio engi- 
neer simply tried to do the best he could. 
Within the digital world, however, one 
can always do better if one wishes. If the 
dynamic range of a 15-bit converter is not 
enough, use a 16-bit device. If that is not 
sufficient, use 17 bits. The costs rise. One 
can rationali/.e by saying that the digital 
alternative is already much more e.vpcn- 
sive than the analog equivalent, and 
quality should not be sacrificed for a 
few more dollars. Moreover, the digital 
field is in its infancy and there is a strong 
wish not to lock the profession into a 
standard which it w ill regret in the future. 
These arguments lead lo a specification 
confrontation which is beyond anything 
w hich we have seen before. The following 
are the kinds of questions which are 
being discussed intensively: 

1. What sampling rate should be used in 
Order to achieve what audio band- 
width? The European broadcast pro- 
fession has adopted a 15 kHz band- 
width at a 32 kHzsampling frequency. 
The rest of the profession is consider- 
ing 20 kHz or more, using a 44. 1 kHz 
or 50 kHz sampling frequency. 

2. How many bits in what format should 
be Used in the conversion in order to 
achieve what dynamic range and S N 
ratio? There is some drift to a 16-bit 
format, although some would use 



only 14 bits within the format. Others 
argue for 18 bits wkhin certain equip- 
ment. The human hearing system can 
be shown to have 120 dB between 
threshold of detection and pain. 
Should we therefore aim at JO bits? 
(S N = 20 log 2M = 120 dB-Kd.) 
3. What specifications should be adopted 
for the anti-alias and anti-image low- 
pass filters? These include: limit of 
passband: sharpness of cut-off: atten- 
uation in stopband: ripple in pass- 
band: phase non-linearity, and tem- 
poral overshoot. How much is enough? 
Before you get your blood pressure up 
about these questions, rest assured that I 
will not answer them directly. At best, I 
will only provide a very qualified answer. 
Rather than providing answers, I see my 
primary role as that of presenting a 
methodology for dealing with the ques- 
tions. To begin any such discussion re- 
quires some kind iif philosophic statement 
and an assertion about the validity of the 
scientific method. .Although pure science 
is usually the domain of highly trained 
individuals, the basic ideas arc rather 
simple. 

! here are three phases to an investiga- 
tion of the specifications of a digital audio 
system: a) the original untestable assump- 
tions, b) the methodology for conducting 
e.vperiments based on the assumptions, 
and c) the rules for drawing limited con- 
clusions from e.vperiments. We will 
examine the scientific method in the 
context of digital audio. 

ASSUMPTIONS 

The first and central assumption is that 
we define the metric of quality based on 
the faithful reproJuctitin uf music-like 
sound signals for listening pleasure. 
Furthermore, each of these special words 
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} Take a close 
look at what 
Tape Transports 
are going to be 
like In the '80s 

The all new Telex 3000 is here NOW! 

No industry has witnessed more technological 
improvements over the past few decades than 
our Own. So, if you're looking for a tape transport 
for broadcast, studio or industry, it's important 
to choose a product with all the lastest industry 
innovations in one unit, the NEW Telex 3000. 
Write for exciting details about tnese features, 

• Interchangeable head blocks 
• A O.R. [Auto Cue Release) 
• Differential electro-mechanical braking 

• Spill-proof logic 

• Motion sensing 
• Tape counter 

• 4 head capability 
• Hyperbolic tape path 
• Remote control capability 
• Play only or record/ play combinations 

• Auto cue/rewind/cycle 

• Dual speed 

• Hysteresis drive motor 
• Two torque spooling motors 

• Quiet operation 

• 120/240 volt operation 
• Urethane pressure roller 



Quality products for the audio professional 




TELEX COMMUNICATIONS. INC. 

9600 Aldnch Ave, -So,. r\/1inneapolis, MN 55430 U.S.A 
Europe, 22. rue de la Legion-d'Honneur. 93300 St. Oenis. France. 
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Take a waters 

'sliin^llne 
space-saver 





New MM thin-line faders are t 
great for small portable mixers 




or iignting consoles, univ nait 
the width of conventional faders, our 3/4-inch ^ 
wide-MM series lets you build a lot of mixing ^ 
or control capability into a limited space. No perfor- 
mance compromise, either. You get Waters' proprietary MystR" conductive 
plastic resistance elements. Glass-hard. Smoorh. Long-lasting. You get Waters' 
computer-controlled curve shaping for highest tracking accuracy. And, you can 
choose 2 3/4-inch or 4-inch travel; 6C0 ohm or 10,000 ohm impedance; linear, 
audjo, or true log characteristic. For complete information, circle the reader 
~ I service card, or call Bob West at (617) 558-2777, 

A\aAa/a waters manufacturing, inc. 

^ LONGFELLOW CENTER WAYLAND, MA 01778 — 
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Maximize sound level 
automaticaiiy while 
eliminating feedbacl( 

VOICE-MATIC 

automatic microphone mixer 

Voice- matic'" microphone mixersareusedto 
eliminate the irritating problem of howl and 
fading sound that plagues most multiple 
microphone systems. Each model features 
Dynamic Threshold Sensing, a patented 
principal, that constantly scans all micro- 
phones in the system. This automatically 
enables microphones receiving a signal to 
be given "ON" status while those not 
receiving a signal are held "OFF". The result 
is increased system gain and reduced 
chances of feedback. 

The modular design of the DE-4013 is 
adaptable for installation of 2 to 12 micro- 
phone channels in two channel increments. 
A4 channel unit, Model DE-4014 isavailable 
for smaller more cost sensitive systems. 
Common applications are in churches, 
boardrooms, schools, court rooms, or any 
other room with a multip e microphone 
sound system. 

Call or write today for our I terature which 
further outlines the performarce and features 
of the Voice-matic microphone mixers. 




DE-4014 



has a second-level set of assumptions. 
Consider the word music-like. We would 
all agree that this rules out telet\ pe codes 
in an FSK format. We would all agree 
that it includes music made from acousti- 
cal and electronic musical instruments. 
However, we must be careful in the next 
level of assumptions. Is a steady 18.2 
kHz sinew ave tone, lasting six seconds, a 
legal musical event? Notice that there is 
nothing in the question which concerns 
science. And. there ma\ be some con- 
tro\ersy about either a "yes" or "no" 
answer. Personally, I would not assume 
that it is a musical event, since it would 
not give me any pleasure listening to a 
music presentat ion w hich contained such 
a signal. Others might have different 
lasles and would consider this to be an 
important pan of the music. 

Let us consider another word from the 
central assumption: listening. Who will 
be doing the listening? We must be 
careful about how we select our "rele- 
vant" group of listeners. This could be 
defined as the "average" listener, the 
audiophile, the trained mixing engineer, 
or the slightly-deaf rock performer. The 
importance of this assumption can be 
illustrated by the following extreme 
cases. Suppose we define the listener as 
the person with the most sensiti\e hear- 
ing system. This would mean that if I 
could find one person who could hear 
30 kHz, then all systems would need to 
reproduce this bandwidth to meet the 
reproduction assumption. To be even 
more absurd, we could require listeiimg 
pleasure for cats, dogs and birds, since 
they may be members of thefamiK. Any- 
body for a 50 kHz audio bandwidth? On 
the other hand, no one has demonstrated 
that anybody can hear the bandwidth 
limitation of 15 kHz. using music made 
by acoustic instruments. (See later 
discussions on experimental methods.) 

The above is only a small sample of t he 
implicit and explicit assumptions which 
must preceed any scientific question. 
Assumption systems involve matters of 
taste, marketing, specsmanship, non- 
sense and anything else you wish. Who 
could argue w ith the assertion that \ ibra- 
tion at 1 H/ is pleasurable when repro- 
ducing a cannon shot in the 1812 overture? 
Blessers Scientific rule No. I; never 
argue with an untestable assumption, 
even if it appears to be the ravings of a 
lunatic. 

I would like to use the history of FM 
broadcasting to illustrate the importance 
of assumptions. When FM was being 
invented, engineers maintained that 
there would be a significant improve- 
ment in signal-io-noise. compared to 
conventional AM broadcasting. They 
based this assertion on some prototypes 
which they had built in the laboratory. 
Several scientists, also working on FM 
broadcasting, had proved that there 
would be no improvement in signal-to- 
noise. They based their assertion on pure 
mathematics. The controversy raged for 
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Electro-Voice's 
Greg Silsby 
talks about 
the Sentry 100 
studio monitor 



In all the years I spent in broadcast 
and related studio production work, my 
greatest frustration was the fact that no 
manufacturer of loudspeaker systems 
seemed to know or care enough about 
the real needs of broadcasters to design 
a sensible monitor speaker system that 
was also sensibly priced. 

Moving to the other side of the con- 
sole presented a unique opportunity to 
change that and E-V was more than 
willing to listen. When I first described to 
Electro-Voice engineers what I knew the 
Sentry 100 had to be, I felt like the prover- 
bial "kid in a candy store." I told them that 
size was critical. Because working space 
in the broadcast environment is often lim- 
ited, the Sentry 100 had to fit in a standard 
19" rack, and it had to fit from the front, 
not the back. However, the mounting 
hardware had to be a separate item so 
that broadcasters who don't want to rack 
mount it won't have to pay for the mounting. 
The Sentry 100 also had to be very effi- 
cient as well as very accurate. It had to be 
designed so it could be driven to sound 
pressure levels a rock'n roll D.J. could be 
happy with by the low output available 
from a console's internal monitor 
amplifier 

In the next breath I told them the Sentry 
100 had to have a tweeter that wouldn't 
go up in smoke the first time someone 
accidentally shifted into fast fonward with 
the tape heads engaged and the monitor 
amp on.This meant high-frequency power 
handling capability on the order of five 
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times that of conventional high frequency 
drivers. 

Not only did it have to have a 3-dB-down 
point of 45 Hz, but the Sentry 100's 
response had to extend to 18,000 Hz 
with no more than a 3-dB variation. 

And, since it's just not practical in the real 
world for the engineer to be directly on- 
axis of the tweeter, the Sentry 100 must 
have a uniform polar response. The 
engineer has to be able to hear exactly 
the same sound 30'' off-axis as he does 
directly in front of the system. 

Since I still had the floor, I decided to go 
all out and cover the nuisance Items and 
other minor requirements that, when 
added together, amounted to a major im- 
provement in functional monitor design. 
I wanted the Sentry 100 equipped with a 
high-frequency control that offered boost 
as well as cut, and it had to be mounted 
on the front of the loudspeaker where it 
not only could be seen but was acces- 
sible with the grille on or off. 

I also didn't feel broadcasters should 
have to pay for form at the expense 
of function, so the walnut hi-fi cabinet was 
out. The Sentry 100 had to be attractive, 
but another furniture-styled cabinet with 
a fancy polyester or die-cut foam grille 
wasn't the answer to the broadcast in- 
dustry's real needs. 
And for a close I told E-V's engineers 
that a studio had to be able to purchase 
the Sentry 1 00 for essentially the same 
money as the current best-selling monitor 
system. 

That was well over a year ago. Since that 
time I've spent many months listening 
critically to a parade of darn good proto- 
types, shaking my head and watching 
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some of the world's best speaker engi- 
neers disappear back into the lab to 
tweak and tune. And, I spent a lot of time 
on airplanes heading for places like Los 
Angeles, Grand Rapids, Charlotte and 
New York City with black boxes under my 
arm testing our designs on the ears of 
broadcast engineers. 

The year was both frustrating yet enjoy- 
able, not just for me but for Ray Newman 
and the other E-V engineers who were 
working on this project. At this year's 
NAB show it all turned out to be worth it. 
The Sentry lOO's official rollout was 
universally accepted, and the pair of 
Sentry 100's at the Electro-Voice booth 
was complemented by another 20 Sentry 
100's used by other manufacturers ex- 
hibiting their own products at the show. 

What it all boiled down to when I first 
started tfie project was that I knew that 
the Sentry 100's most important char- 
acteristic had to be sonic integrity. I knew 
that if I wasn't happy, you wouldn't be 
happy. I'm happy 
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Reel/ 
Cassette 
Duplicating 
System 



No system can touch it 
for Speed, Versatility or Price 

A high quality 2-channel mono or 4-channel stereo 
duplicaflng system for less than you ever imag- 
ined. Begin with a combination master system, the 
fastest in the world. Then, as budget permits, add 
as man; as 11 cassette or reel slave positions. All 
in all, a beautiful system, simply designed for 
ease of operation and maintenance. 

Some great features: Lighted push button controls • 
End-of-t»pe sensing • Synchronaus drive • Tracl< select 

• Aulomalic rewind on masters • Automatic cue On reel 

• Accutrack metering * Motion indicator lights • Indi- 
vidual ckannel controls, preset or manual • Designed 
to protect master tapes. 



Reel-to-reel. ree1-to-cassetle. 
Cassetle-IO'casselte 



Write or call 1or Pentagon's illustrated 
brochure showing full line of duplicat- 
ing systems and premium cassettes. 



PEN1AGDN 



47£1 NORTH OLCOTT 
CHICAGO. ILL.. 60656 
(3121 867-9200 , 
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mikes by mail? for less? 
why not!^" 

The Mike Shop^" now sells audio equipment 
as wel I as mikes by mail I for less ! 

Write or call us with your requirements or for our pnce sheet. 




The Mike Shop"' 

PO Box 366A. Elmont. NY 11003 (516) 437-7925 

A Division of Omnlsound Ltd. 
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several years, with each side claiming that 
thev were clearly right. One group built 
a system which worked, and the other 
"proved" tlie reverse result. The math- 
ematicians \ iewed t lie engineers as having 
violated the laws ol nature with a version 
of the "perpetual motion machine."' The 
resolution was \cry simple: both groups 
were right. The matheinatieians had 
assumed that the I 'M modulation s\stem 
would have the identical side-band band- 
width as the reference AM modulation 
system. Only the form of modulation was 
changed The engineers had increased the 
bandwidth more than oncorderof magni- 
tude. The differences uere only a matter 
of assumptions, fhis leads to Blesser's 
Scientific Rule No. 2: when two or more 
smart people disagree in a conclusion, the 
basis of the disagreement uill usually be 
found m the unspoken assumptions. 

METHOD 

Having demonstrated the significance 
of the assumption system, we need toturn 
our attention to the met hod of conducting 
an e.xperiment. if you run an experiment 
by saying the following to a subject: 
"This sample has a 15 kHz bandwidth, 
and the ne.xt has a 20 klU bandwidth: 
which do you prefer'.'", the results will be 
nonsense. Honesty cannot be assumed 
since a subject has unconscious biases. 
He may think that he hears a dilTcreiice 
when there is none. In psycho-acoustic 
testing, we must always run a conirotU'd 
doiihle-hlimi experiment. 

By controlled, we mean that only one 
variable is manipulated at one time. If 
bandwidth is the variable under con- 
sideration, then the two sets of samples 
should differ only in that way. I he noise, 
distortion, phase, reproduction equip- 
ment, test samples, subjects, etc. should 
all be as identical as is humanlv possible. 
Let us illustrate an uncontrolled band- 
width experiment. A subject is given an 
unlabeled switch which bypassesa 15 kHz 
low-pass filter in one position and in- 
cludes it in the other. He is asked if he can 
hearan\ difference. Since there isan extra 
set of circuits in one case, we might find 
that noise and distortion are higher in the 
I'iltered case. Hence, ilie difference which 
the subject might hear could be based on 
the spectral difference of the noise at 
lower frequencies. The noise at 10 kH^ 
could have a strong inlluence on the 
suhjeciive sense of bandwidth. In lact. 
the "low bandwidth" case might sound 
as if it had more bandwidth than the 
high bandwidth ease. A good experi- 
menter will ask subjects to describe the 
perceived difference. In the above hypo- 
thetical case, the experimenter would be 
warned that he had a problem il subjects 
judged the filtered samplesas havingmore 
bandwidth than the unfiltered samples. 

The list of variables to be controlled is 
very large. A carelully controlled e<peri- 
ment can bee.xtremelydifficult to perform 
since such variables as phase, noise, 
distortion and loudspeakers need to be 
measured and matched, A uood scientific 
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Strong words? We're prepared to back them up. Just listen 
to GAIN BRAIN II and you'll agree it's the only real advance- 
ment in dynamics control in nearly a decade. 

GAIN BRAIN II is fundamentally different from any other 
limiter/compressor device, including our own Allison GAIN 
BRAIN I. The others struggle along with Peak and RMS detec- 
tion methods that squash and flatten the life out of music, as if 
it were a laboratory test signal. GAIN BRAIN II treats music 
waveforms with greater respect and understanding. It does this 
by means of exclusive circuitry: Linear Integration Detection, 
Log Domain Processing, Peak Reversion Detector Correction, 
and the most transparent VCA ever created by man-namely our 
own EGC 101. 

Sure, these are new words; we invented them. Just like we 
invented the technology that goes with them. Audibly effective 
technology that allows GAIN BRAIN II to solve the great 
limiter paradox: tight control vs. musical integrity. 

GAIN BRAIN II can give you the flattest VU meter output 
of any limiter/compressor device in existence, while maintain- 
ing an unheard of degree of integrity to the subtle dynamics of 
music and speech. And it's a ducker, too. 

And the GAIN BRAIN II phenomenon is just the begin- 
ning. Get your copy of our GAIN BRAIN II literature package. 
Once you've read it, you'll understand the full implications of 
our new technology. Better yet, get yourself a GAIN BRAIN 
II. Your ears will tell you all you need to know. 



KEPEX II Our original KEPHX* is credited as the most successful 
signal processing device of the 70's. We're flattered by the imitators 
who widely advertise claims that they have "improved " on our design. 

One fact remains; More studios buy KEPEX than all of the imi- 
tations combined, yet we seldom advertise the equipment. Does that tell 
you anything? 

There docs, however, exist u genuine "improved KEPEX". It"s 
not a copy though, it s an original in its own right. Wc call it KEPEX 
II New technology from the ground up. New capabilities for the 8()'s: 
new controls, new functions, and best of all. dramatic new levels of 
audio transparency thanks to our EGC 101 VCA. 

Today, more people buy KEPEX 1! than all of the others. Find out 
why this is true. 



Travellins; Goodies New for the 80's ... the TR-804 Processing package. It holds 
KEPEX II \ GAIN BRAIN II. and the host of unique processing equipment now 
under development at VALLEY PEOPLE. rR-804 
combines all of the advantages of a portable 
"goodie box" for the freelance engineer/ 
producer, with the benefits of multiple de- 
vice rack mounting for the serious studio. 
Ample connections and powering assure 
its ability to accept future products. 
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\U\I1\V\ SMPTE 

Automation 



And over 55 lines including: 

AKG, Ampex, Annis, Aura- 
tone, Beyer, BGW, DBX 
Deltalab, EiectroVoice 
Eventide, Gauss, Ivie, JBL 
Klipsch, Koss, Leader, Lex- 
icon, Master Room, MRL 
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Worl<stiop, Stanton, STL, 
Tangent, Tapco, Tascam, 
Teac, Techinics, UREi, Vega 



Professional Audio Equipment ond Services 
(206) 367-6800 
11057 8th NE. Seattle. WA 98125 



paper will provide a section which lists 
all of the experiment details so that 
another scientist can checic the validity 
of the experiment and, if he wishes, try to 
reproduce the results. Few scientists do a 
perfect job of controlling secondary 
variables. 

We have just considered the case of a 
false-positive result in which a perceived 
difference could have been false due to an 
uncontrolled variable. A reversesituation 
is also possible: a false negative. Suppose 
we did an experiment in which we showed 
that there is no difference between 10 IcHz 
and 15 kHz bandwidth. It might look 
reasonable in terms of controlled variables, 
but the experimenter might have ne- 
glected to determine if the music con- 
tained any signal above 10 k Hz. Similarly, 
the loudspeakers might have been defec- 
tive. A negative result must be examined 
in a different way than a positive result. 

In one case, the difference was another 
variable; in the other case, the variable 
did not exist. 

Double-blind is a term used to describe 
the situation where neither the subject nor 
the person conducting the experiment 
knows the truth value of the test signals. 
Hence, they are both blind. 1 often illus- 
trate the importance of double-blind with 
the stor>' of the farmer who had a horse 
that could understand English and answer 
questions correctly. The farmer would 
bring the horse to a disbeliever who would 
ask it a question. Since the horse could not 
talk, he would pick up his right foot when- 
ever he heard the correct answer. The 
process would go as follows. Question: 
What is the capital of the United States? 
Presented Answers: New York (no foot), 
Boston (no foot), Washington (foot 
raised). The horse was a great marvel and 
nobody could prove that the horse did not 
understand. Was the horse for real? 
Everybody who had seen the horse was 
convinced that the horse understood the 
questions. 

Eventually, someone noticed that 
sometimes the horse did not get the right 
answer when somebody else asked the 
questions. Careful investigation showed 
that the farmer leaned forward imper- 
ceptibly when the right answer was 
spoken. The horse perceived this even 
though the lean was negligible. In a 
double-blind experiment, the horse never 
got the right answer. Double-blind means 
that the horse, and the presenter of the 
questions were both blind to the correct- 
ness of the answers. 

CONCLUSIONS 

In the scientific method, the conclu- 
sions must always be qualified with the 
assumptions and conditions of the experi- 
ment. A scientist would never say that 
nobody can hear music above 15 kHz, 
even if it were true. He could say that the 
following subjects, selected in the follow- 
ing way, could not hear the difference 
between the two cases created with the 
following equipment, when tested with 



the following samples and controlled in 
the following way. This is not a mumble- 
jumble cop-out. but a carefully stated 
conclusion consistent with the assump- 
tions and experiments. As limited as the 
scientific method is, it is better than the 
random results which one gets from 
emotional bias, prejudice, stupidity and 
arrogance. Science does not cover the 
domain of untestable assumptions. A 
scientist can make whatever assumptions 
he wishes so long as he reports them along 
with the conclusions. Then, if you wish 
to ignore the results, you can do so by 
noting the differences in assumptions. 

SOFT-SCIENCE 

A truly-pure scientific investigation 
into all the specifications required for 
digital audio would probably require 5 to 
10 man-years of effort. Because of the 
time and expense, we need to find short- 
cuts, even if they are less reliable. Often, 
informal listening tests and controlled 
conditions can give useful results and 
insights. In this informal environment, 
however, we need to consider one ad- 
ditional phenomenon; a weak effect vs. a 
strong effect. A weak effect is a variable 
which is very difficult to perceive directly 
and often requires a statistical result. 
You may hear a difference more often 
than chance, even though the confidence 
in your judgements is low. With a strong 
effect, the variable is clear and can be 
described easily. Finding the best test 
material and lest subjectscan turn a weak 
effect into a strong effect. 

Consider an investigation comparing 
two systems having a 60 dB S N and an 
85 dB S N using a solo piano as a test 
sample and sound engineers as subjects. 
They would all hear the difference, 
describe the difference, and leave little 
doubt about the variable being con- 
sidered. The effect is strong. 

Consider the reverse case: two systems 
with 2. and 0. 1 percent, harmonic distor- 
tion using popular music and untrained 
subjects. A carefully-controlled experi- 
ment might reveal a difference using 
fancy statistics. An informal test would 
probably give no results. The effect is weak. 

The more difficulty one has in creating 
a strong effect, the more convinced one 
becomes that the phenomenon, if it 
exists, is weak. On this basis. 1 will 
make the following assertions; 

a) 15 kHz bandwidth is generally 
adequate and anything beyond is a 
weak phenomenon, if it exists. 

b) Phase linearity as created by complex 
low-pass filters is also a weak effect. 

c) Ripple in the pass band of less than 
0.2 dB is weak. 

d) An S N of more than 85-90 dB is 
more than adequate and additional 
requirements are only relevant for 
extremely rare cases. 

Finally, beware of Blcsser's Scientific 
Rule No. 3: Never say never because you 
can be proved w rong if one person comes 
up with one counter example. ■ 
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YouVe got 
an ATM 

Instrument 
JV|icrophone 
System. 




You're on stage to make music, 
not noise. But most microphones 
will respond to everything that hits them. 
Including noise coming through the 
mike stand. Except these new ATM 
microphone systems. Because each of 
these specially-designed instrument mikes 
includes a very elTeciive shock mount 
and a windscreen. 

Even if you're on a "bouncy" 
stage, you needn't tiptoe when an ATM 
microphone system is at work . 
Distracting noises are reduced ... not 
amplified. Including lloor resonances 
from speakers nearby. Or the clunks 
when you raise or lower the mike. All 
the audience hears is your chops. 

But a great tnicrophone system is 
not just a shock mount or a piece of 
foam. At the heart of our systems are 



three superb studio-quality microphones; 
a unidirectional dynamic, a unidirectional 
condenser and an omni condenser. Road 
tough? Of course. But with response 
specially tailored with uncanny accuracy 
for instrument reproduction. 

With these ATM microphones a 
trumpet is bright, not strident. Trombone 
is dark but not murky. Reeds are full 
but not thick. And drums are crisp and 
clean, not fuzzy or thumpy. For two 
important reasons. 

First, frequency response is smooth 
and peak-free and extends well beyond 
the limits of your instrument. So the 
balance between overtones and funda- 
mental isn't distorted. And One part of 
your range isn't favored over another. 

Second, and equally important is 
our wide dynamic range . . . designed 



to capture and amplify all of yours. 
It's almost impossible to overblow our 
ATM dynamic, for instance. And our 
electrets w ill handle up to 130 dB with 
ease. So your crescendo won't come 
out just/r, 

Great sound and no distractions. 
The best possible way to start your 
sound system working/or you. ATM 
Instrument Microphone Systems are 
waiting for you at leading pro music 
dealers everywhere. Kick up vour heels! 
AUDIO-TECHNICA U.S., INC., 
1221 Commerce Drive, Dept. IIBD, 
Stow, Ohio 44224. In Canada: Audio 
Specialists, Inc., Montreal, P. Q. 

audio-technica 

Great sound right from the start! 




All systems Include 
microphone, stand mount, 
shock mount, loam windscreen. 

and carrying case. 
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f NORMAN H. CROWHURST 

Iheory & Practice 



People as Processors 



• In recent articles, wc have been trying 
111 apply what the human hearing faculty 
and other human faculties can do to 
find ua\s of impro\ine our technology. 
Now. let us reverse this process. Today 
we see advertisements for coniputers. or 
processors, that can "think." or that can 
"learn." This almost directly reverses a 
principle that has been one of our criti- 
cisms of todays educational system: that 
It merely trains human beings to do 
things that can be done much faster, 
more accurately, and more efficiently 
by a computer. 



In the sense that most of today's popu- 
lation can "think" and "'learn," perhaps 
those computer claims are right. If this 
reall>' is true, we may yet live to see 
computers take o\er and make slaves of 
us all. as some science fiction stories ha\ c 
predicted. But those science fiction 
stories usually finish up by finding some 
respect in which the human computer is 
better than its manufactured counter- 
part, so that man finishes up on top. once 
more. Nonetheless, those stories make 
you think, or they should. 

Perhaps the real difference is not in the 



power to think, or to learn, but in cre- 
ativity. Readers of this magazine are 
familiiir with sound and hearing. So 
familiar in fact, that we take them for 
granted, as do most human beings, 
excepting those who happen to have been 
denied the faculty of hearing. V^c don't 
realize what our hearing does tor us every 
day. To the extent that this is true, we 
function like a man-made micro-proces- 
sor; more sophisticated, niaybc, but 
something that a future microprocessor 
will undoubtedly be able to do. 

An example of this is the way we can 
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MicnopROCEsson control 

Featire^ jnd fufVu . ' i> SVST6IV 5IC■l^lAL 
A^ALV JER d I SaltM^rc DEPfndcrtC Ewerything the 
anatvitfr nc A . - J. •< "^n 1 Lrture IS the '■e&ull 
□I nnfimg a Compucer Pragram .as imoo5Wl to oeing 
nara-v/tred U) Oa Uu. m t. h Thu SVSTEM 200 SIGNAL 
ANALYZERtins a built «t Midge .igamst oCisnif»cence. 
Since Its personaiitv can Be reviMd to accommodate 

t^e fSpiJIy Cf^^i^g-i^Q If LhnOlogy Of Our mduitrv, 

MODULAR IN CONCEPT: 

Mrjst 01 U>e SVSTEW 200 S1GIMAL ANALVZERoiugs 
together Aith Connect '>*^ The Mvgntn^e nf this ar. 
CM^CtL-i^ IS Uist rtOdultri i;an tw ULi.ckiy ^-tractefl 
from it^f n\|iOtra'"* tor servrflE Exchanging mcKlules 
mir> the taei'yy nivnimiies aoiwitime Ant) ma4i» sys- 
tem uCtc)4ti10 Simplr dHd ineipen4)V« 

EKPANDABLE: 

The SYSTEM 200 SIGNAL ANALY^EffS mainframe 
contains three unysed CB"S stats These pasnvans are 
reservM *.;r 1 ^lure DDtions tf,hiCh aim Simply plug into 
the ani (je' ana e^paritj its e*p*hilft:ie» Options pi^es- 
cntly m Ch« prgCQCvve Sli^e include 11 Load- Into 
Uemffrv ftoltware aiiOilnno (he user 10 lOtict hi5 avir\ 
r^^ar " one 1* the ansiy?er'B eight memones 
ana tfwn . .B^oare L n different *ays MiCh real time 
3] Btnd Limited Nbi^c CcnCrttar. whiCl^ M>ll allC* th^ 
usertD *>Cite a SQuiV! ^vft^m only the bancWass fie 



iwafies to studv 3) Intvrfice Port aliGWtnB the SVS< 
TEM 200 SIGNAL AMALYZER to .ammunicate «iCh 
the ouCSile -.---r: ' • 

INTERCHANGEABLE PLUG IN FILTER SETS: 
fflter* a/'e the heirt l f ■ real time iniaiv-?tr The SYS- 
TEM 200 SIGNAL ANfiLYZEBS filters are Buppi.eO 
on carfls ftihich c^n Be [juvciiLy ■n^taiiti] "i trie ^1AlN• 
FHAW£ Three filter Sets *-« .ufr^'-l * avBiiaOi* 
200-01-00: 30 .f-ee-Po'v fir>i>-Chird octivt *t<t^5 

or ■ S □ Cenle^* f 25 H; th'-oug'' 

2Q kHi meei^v A_N.S.I. 51-11. 1971. 

CLASS III. Suvtuhablc to . . 

10 ."-ee 0 oetiwt bmna fillers on 
Si. 3' 5H^t^.|'^wgn 16 

kHi meeting A N.5.I. 51,11. 1971, 

CLASS IL 

200-02-00: 30 Cr.a-P<^i« onC-^iith acttvc filters pn 
I S G centers 'r,m 4Q H,: Ihruugh 1 1 2 
kHi This fitter »ei natcftes the one- 
■iith ffctdve secdoris of ' ' Models 
4301 and 4303 Active Equalizcri. 

200-03-00: 30 ti^D-dOle ane-^iiith actavc tiittirs on 
I S 0 centers from 1 SO Hi through 4 5 
kH; Ths 'l ie- aei nwiches Che one- 
siith octane ^i- tie f '-^ Models 
4240, 4310 i^nd d311 Active Equal- 
iirrs 



The araiv^e*" WH accommodate the 200-Dl-CO titLer 
set Dius either the SOQ-QS-OOar ?00-Q3'0Qfiite- se; 
sitriu<taoeoiJ5iy Con^ersicin tiet***eTn the ti*iD Dne-si»th 
octave htter ^et^ reouires imo additii^nai filter 
cards Cusumt fntei- sets for t^ique aooiicataOns can 
Be aiscussefl The SYsIEM 2C30 SiGNiL ANALYZER 
neeu ncvcf Becorrte oDsoiete wnh changrfig spectrufr 

resOIUl-nn "itdrKJarias 

S EIGHT NONVOLATILE MEMORIES: 

Ir.t ,nc L, . f B MEMORIES in th» tjasic SvSTEh^ 
200 5 ANALYZER *va^ net SuPerHLjOus They 

aJdC * -!- -t. 'speed oTHl conwenfence to the euerv 
dav use of thf" ana yjcr When you turn off (he pov er a 
nichci-cadmlum battery kb>eps the mcfnones alrve far 
fut-jre relerence 

3 SMOOTHING TIME CONSTANTS: 
The user i:an apply eitfter SLOW. 90%=1dB, &• FAST 
smofithinq rcctrfiers to the fitters via front pan^i con- 
trol to CDvide OpCimuin TieaiUremw^ts m a flivCn rDom 
situatiDft. 



AVERAGE AND PEAK MODE PROCESSING: 

~. -[v 5 GNAL AhfAL^^EO 0rt>ce5tcg 

.la*" average aitc pe>k ; <^ St- 
MULTAN60USLV '->e ■jt".' C * ■ _ B-t.'VBW 
•n ai - a€o\ fl-scnav via fr?v?L n9r"j contra!.. 

free oT transients or waiting for the filters to re- 
tmir MemCi-y fynCtiC^s are :.. 

"icdes Theuse' -andispiayreiiii '^-^ 
Doth modes, at once, •j.&in^ a SB*i- ii. DUAL DISPLAY 
feature 

Th MEASUREMENTS: 

Th« SVST E M 20a SIGNAL AMALY2E orogrannmed 
to Simult3^>-->uslv rr^ke three T«, EXTFIAPOLATIOMS 
□ased II on the first 15 dB El second 1 5 dB 8n{) 
3) first ^0 d6 of vicoming vgnal deca* Success<we 
measurements can be automatically averaged Mea- 
Surements uan be made t^irough any filter "SiaiteO m 
the maiofranie. or brt>adOar(J u»"Q • , -smBination 
of average or peak modes, a'^a Sloi^ 30*«a1cIB or 
|a$t BrnDCtfiiTiD '"^^ cdnStantt Am^ ittCi d9t4 " real 
Cime IS ffi'isbie tf^ tf^e t-ear panel Iq drive s storage 
os.-i"5scoDe or a slnp ch»r\, recorder 
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A M P E X ON AUDIO 




Technological Leadership. 
It's the ReasonYou Should Buy Ampex Audio. 



Technological leadership. It's the 
reason you buy Ampex equipment. 
And it's the same reason you should 
buy Ampex audio products. 

Our ATR series recorders, the 
ATR-1 00 and the ATR-700, for 
example, are ideal audio recorders for 
broadcasters. You'll discover impres- 
sive performance and dollar-saving 
reliability when you put these hard- 
working recorders to use in your 
broadcast operation. 

THEATR-100. THE 
PROFESSIONAL. 

The ATR-1 00 is the standard of 
excellence in the audio recording 
industry. Its reputation for low 
distortion, low wow and flutter, and 
phase corrected equalization is 
unsurpassed. 



For broadcasters, a cue amplifier 
and editing kit are available. Finding 
an edit point is as easy as turning the 
capstan knob. 

THE ATR-700. A RUGGED 
PERFORMER THAT'S ALSO 
PORTABLE. 

Our ATR-700 is a master performer. 
Perfect for those situations where 
quality is as important as efficient, 
trouble-free production. You'll find the 
ATR-700 to be a rugged performer for 
news and commercial assignments in 
the field, as well as a first class 
addition to your audio equipment in 
the studio. 

You'll get standard features like 
important controls up front for easy 
operation, plug-in printed wiring 
assemblies for efficient service, and a 
built-in 4 in 2 out mixer. 
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WHEN YOU THINK AUDIO, 
THINK AMPEX. 

Ampex was there first. And we're still 
the leader. So, when you think audio 
for your broadcast operation, think 
Ampex audio. 

Call your Ampex dealer today for 
the full Ampex audio story. In a 
competitive business, it pays to get 
the edge. 

GET THE AMPEX EDGE. 



AMPEX 



Ampex Corporation 
Audio-Video Systems Division 
401' Broadway, Redwood City, CA 
94063,415/367-2011 
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Keep 
in 

sound 
order! 



Special binders 
now available. 

All you regular db readers who, 
smartly enough, keep all your 
back issues, can now get our 
special binders to hold a whole 
year's worth of db magazines in 
neat order. No more torn-off 
covers, loose pages, mixed-up 
sequence. Twelve copies. Jan- 
uary to December, can be main- 
tained in proper order and good 
condition, so you can easily 
refer to any issue you need, any 
time, with no trouble. 

They look great, too! 

Made of fine quality royai blue 
vinyl, with a clear plastic pocket 
on the spine for indexing infor- 
mation, they make a handsome 
looking addition to your pro- 
fessional bookshelf 

Just $7.95 each, available in 
North America only [Payable 
in U.S. currency drawn on U.S. 
banks .) 

I 1 

I Sagamore Publishing Co., Inc. | 

1120 Old Country Road j 
I Plamview, NY 11803 i 

I YES! Please send db binders I 

I @ S7 95 each, plus applicable sales I 
I tax. Total amount enclosed S j 

I Name i 

I Company I 

I Add ress I 

Ciiy 

I Staie/Zip i 

I 



isolate one sound among ihe many ihat 
we hear at the same time. As a baby 
an unlearned microprocessor the hu- 
man being finds sounds confusing, unless 
received one at a time. Some never grow 
out of that limitation, even as adults. 
The\' cannot hear w hat one person says 
if a lot of other people are talking at 
once. 

It is much more difficult for a person 
with only one good ear to isolate sounds, 
but such separation can be made with 
practice. The ability to "turn down"' 
unwanted sound, so you can hear what 
you are listening for, is definitely an 
acquired one; one that has to be learned. 
Some do. some don't. What is the 
difference'.' 

A baby is born w ith all its "circuits" 
its com pie .K nerve and memory system. 
It has no inputs, iinlcssitbringssonicfrom 
its life in the womb, as some contend. It is 
confused b\ all those inputs, \isual and 
aural. But fairly quickly it starts coordi- 
nating those inputs. Sound and sight arc 
coordinated so the baby can locate the 
source of a sound and look in that direc- 
tion lo identify it. Those capabilities arc 
among the first phases of learning. 

Does the bab\ have to think about 
learning that? Everyone is born with a 
brain. It listens and absorbs language 
until it can replicate thai language and use 
it to ask questions. What is this? Whydoes 
that happen? Anyone who has had 
children knows the pattern. It is evidence 
of an active, inquiring mind. 

.Although at the outset, locating a 
source of sound involves setting up an 
optical >earch pattern, it quickly becomes 
a virtually automatic function. Later in 
life, the same person ma\' learn to spot jet 
aircraft in the sk\ by a little more refined 
method. H hc looks in the direction from 
which his earlier experience tells him the 
sound comcs from, he will see nothing but 
blue sky. But now he listens for a lew 
moments, to determine the direction in 
which the apparent source of sound is 
mining. Then he looks further ahead in 
the same direction, and his eyesight finds 
the aircraft, 

What is happening is that the child's 
mind is doing a computation, based on 
the knowledge that sound takes much 
longer to travel the .10.000 feet from air 
to ground than light docs, so the sound 
arrives from a direction where the plane 
was several seconds ago. He inverts 
this information, to project where the 
plane will be now. 

We tend to think that if a sound is 
audible, we'll hear it. Yet we often don't. 
More accurately, our ears may pick it up. 
but our hearing faculty ignores it. How 
often does a mother say to her child. 
"You are not listening to me.".* Is the child 
hearing her. but deliberately ignoring her? 

If there is nothing wrong with his hear- 
ing, he undoubtedly can hear her. This 
she has probably verified by testing his 



hearing ability. Therefore, she concludes 
that he must be hearing her. but ignoring 
her. But is that true? 

From a consideration of the objective 
factors, it is evident that the ear translates 
every sound picked up into a coded 
synthesis of frequencies, varying in 
amplitude, over the auditory nerve 
bundle. On the other end. the brain acts 
as a microprocessor to interpret all this 
"information." 

It is also evident that this processing 
depends more on the way sounds change, 
than by their instantaneous frequency 
content. All of this is something that 
could, in theory, be duplicated by modern 
technology. However, the fact is that, 
related to the individual who owns the 
hearing faculty, this is an acquired 
capability. It has to be learned, either 
consciously or subconsciously. 

The child's ability to ignore what his 
mother says to him is probably not con- 
sciously developed. But. if \ou are faced 
with trying to listen to a person on the 
other end of a telephone located in the 
middle of a sheet metal shop w here a lot of 
hammering is going on. you will find 
conscious eff ort is neccssar\ . 

This becomes a question of modifying 
the masking effect measured by Fletcher 
and Munson. If a child is too absorbed in 
what is going on while watching his 
fa\ orite T\' show, to hear his mother sa\ . 
"drink your milk." this is merch a matter 
of selective "hearing. " His cars pick up 
both sounds, but his attention is on the 
r\' program. 

Once, visiting a company's sheet 
metal shop, we were in the manager's 
office, waiting for himto get off the phone. 
He hung it up and it rang again. He picked 
it up and handed it to me saying. "It's for 
you." 1 couldn't hear a thing in that ear- 
piece, forthe hammering goingonaround 
me. But obviousK. he could. This pro- 
vided me with the motivation to develop 
the same capability. And bef ore long Idid. 
to the point where the hammering no 
longer bothered mc. 

Obviouslv the hammering v\a> at a 
higher level than the sound from the 
telephoneearpiece. According to Fletcher 
and Munson's curves, the voice on the 
other end of the phone should have been 
completely inaudible. But carefultraining 
of my hearing, or listening faculty, 
enabled mc to change the data in those 
curves, at least as far as inv personal 
hearing was concerned. You must re- 
member that all that data is averas^e. 
taken over a fairly large number of 
subjects. 

From tnat. you would consider that 
each person's native capability was more 
or less absolute, and that the variation was 
essentially between individuals. But, 
experiences like the above show that an 
individual's capability can change due to 
conscious, or perhaps in some cases, 
unconscious effort. 
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Most ol' the experiences we have dis- 
cussed thuslar would beinacatcgorythat 
could be built into a man-made tnicro- 
proeessoras a capability for Icariiinj:. l-'or 
the niomenl, we don't need to consider 
how we would prograni it to do that. 
Hut it would be possible lo do so. because 
the hunuin equivalent can do it, without 
conscious programming. 

When conscious programming is 
iinoKed. we are on the border line of 
creativity. Ma\be learning to hear on 
the telephone in the middle of a noisy 
shop doesn't sound like a very creati\e 
endeavor, but it is something that does 
not Come naturally, without conscious 
et'lort. 

Now, consider the maestro who con- 
ducts h'i> orchestra, and can hear the sour 
note plased by a single \ iolin, and identity 
the musician responsible. You couldn't 
do it (unless you had training cqui\alent 
to the maestro 's), but he can. He may not 
have conscioiisl>- trained his hearing lo 
do that; he may ha\e been much more 
interested in the music fo which he was 
listening. Hut his creativity the desire 
to produce an improved perl'ormanee. 
and to identity flaws is what promoted 
that ability. 

1 he same can be true of an auto me- 
chanic, who can listen to the sound ot ati 
engine running, and detect sounds that 
seem totally inaudible to you. lie's not 
being creati\e; just doing his job. Hut that 



ability did involve creative effort on his 
part, at some time in the past. 

Earlier, we mentioned theyoungchild's 
inquiring mind. What is that? Why does 
this happen? An inquiring mind is the 
basis lor creativity. W'c remember our 
school days, when we were discussing 
man's inventions. At the time we still had 
the inquiring mind that sought to "catch 
up" with all that w as known, at that date. 
Railwav trains were commonplace, jet 
aircralt were still in (he future. We could 
not en\ ision a time without trains, just as 
my son could not envision a world with- 
out jet aircraft. Me came home from 
school one day to ask, "Why didn't the 
people who ran the pony express take a 
jet? It's much faster!" 

Back in my own school days, discuss- 
ing inventions. 1 remember thinking that 
everv thing that coirld be invented. already 
had been: they'd let't nothing for me to 
invent! Yet toda\-, if 1 look through an 
electronics catalog, there isn't an item in 
the whole thing that had been invented 
when 1 wasa boy.( Andsonieofthemeven 
had my name on the patent specs when 
they were invented.) 

.Such inventiveness invokes creativity. 
How woirld you define that? Perhaps as 
Conscious effort to move inti> the 
unknown. We did a lot of it. The first 
fully automated electrical power station; 
the first automated safety equipment for 
mines: the first automated language 



translation systems; some of the early 
electromedical developments, both 
diagnostic and therapeutic. Doing all 
those things, more or less at once, makes 
lor a hectic life, So we developed a solu- 
tion for the crunches that come with 
crash programs in svstems design and 
development. 

That was before World War 11. It had 
an une.xpected side advantage that gave 
the Allies the technological edge, when 
the Axis unleashed some technological 
surprises. We produced countcrmeasures 
in an incredibly short time, [.ong-term 
grounding in creativity paid off over the 
I'russian discipline of the Na/.i establish- 
ment. 

Since then, we've lost ground, although 
creative momentum has carried us a long 
way. loday that "know-how" is a rare 
commodity, and one that the establish- 
ment scemsdetermined to extinguish. We 
found that pu/yling at first. Creativity 
being the key to progress, and progres- 
siveness serving to put the country that 
possesses it in the lead, why would anv- 
one want to extinguish it? 

fhat is an interesting question. Maybe 
it's not too closely linked with audio 
technology, but since audio people, as 
well as everyone else, arc, or ought to be, 
concerned with progress, perhaps we 
should examine that next. "I'he fact is. 
the answer is on your doorstep and 
mine. ■ 
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ACTUAL SWEPT-FREQUENCY 
RESPONSE CHARTS SHOWING THE 
EXACT CURVES RESULTING WHEN 
CONTROLS ARE SET AS SHOWN 
IN PHOTO ABOVE. 




SECTION 



DESCRIPTION Exclusive Zero-Gam L.E Ks provide instontoneaus m-out 
baioncing convenience and optimum EQ performance. They ore 
operated through o high precision Difterentiol Comparator circuit with a 
read-out accuracy of O.ldB. to provide true equalization with no change 
in the signal level being processed 

A filter Q of 2.O. combined with 3dB per octave slope and minimot phase 
shift, enables smooth reproduction of music without the sometimes harsh 
charocteristic ossociofed with a higher Q. A high Q con couse sharp dips 
between filters, sharp peaks at the filter centers, and pronounced phase 
shift 

Soundcraftsmen's expertise in the high fidelity field is combined with 

J. necessory shelving to improve 
tfil speech and intelligibility, external 



loop, pre/post EQcapobihty for externol loop and bolanced input/oufpuf 
capability. This combination provides all of ttie advontages of high fidelity 
specifications plus the procticol features necessary in professional, com- 
merciol. public address, and iryjustrial fields of operation. 

FEATURES: FREQUENCY ANALYZER TEST RECORD, with Reference Tones. Test 
Tones, all-bond Pinl< Noise, and complete instructions, is included . . . COM- 
PUTONE CHARTS, for INSTANT-fVIEtVIORY Programming on full-size chorts, for 
cut-out or morking of desired curves, are included . L E.D. INDICATION of 
unity gain within (5,ldB , , , LINE INPUTS/OUPUTS duplicated on front . . . PRE- 
EQ (LOOP) inserts EQ either pre or post external Loop/l\/lonitor . 600 
OHM BALANCED or unbalanced operation, 




Six Graphic EQ Models, 'h ord 1 octave. 



$249 to $550 



FREE! IS-pags fiiff Cofor Brochure 



Includes TEST ftEPORTS, complete 

specifications. Class "H" amplifier ENGINEERING REPORT, EO COMPA RISON CHART, and the "WHY'S S 
HOWS" of equalization —an easy- to-understand explanation of the relationship of acoustics to your 
environment. Also contains many unique IDEAS on "Hon the Soundcraflsmen Equalizer can measurably 
enhance your listening pleasures^' "How typical room problems can be eliminated by Equalization'.' and a 
10 POINT "DO-IT-YOURSELF" EQ evaluation checklist so you can FIND OUT FOR YOURSELF WHAT EQ 
CAN DO FOR YOU — SEND $6.00 FOR EOUAUZER EVALUATION KIT 1-12" LP TEST RECORD, 1 SET OF 
COMPUTONE CHARTS, 1 COMPARISON CONNECTOR, 1 1NSTRUCTION FOLDER 

SOUNDCRAFTSMEN INC-.2200SO Mchey, Sonto Ano. CA 92705 • 556-6193 • CANADA; E S, Gcxjtd Marketing. Montreal H4T 1E5 
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I-*- MICROPHONE PRE-AMPS 
TRANSFORMER BALANCED 

* PRE-AMPS FOR PHONO 
i. TAPE 

it EQUALIZERS - BANDPASS, 
SHELVING, TONE. 
HIGH i LOW PASS 



★ GENERAL PURPOSE 
PRE-AMP 
it LINE AMPS WFTH 
BALANCED OUTPUT 

POWER SUPPLY 

* SHEET METAL 

FOR RACK MOUNTING 

■*■ ASSORTED POTS. 
SWITCHES i SOCKETS 

Application Notes 
Available on Request 
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SEND rOFI rOJO FREE COPlf OF OLF CATALOG 



SESCOM, INC. 

I I I I Lt* V*4ai Bt*4. hhirtrr 
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]acks. Plugs 
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SWITCHCRAFT BRAND 



IVIARTIN DICKSTEIN 
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ASK FOR OUR CATALOG 
OF PRO-AUDIO SPECIALTIES 



'^^'^'^iJr? 312/298-5300 

1233 Rand Rd. • Des Plaines, IL 6001 6 j 
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Psychophysics 



• Being involved in a research project 
can sometimes lead to a rediscovery of 
some of the basic thinking that went into 
the ideas that we use todaj' as a matter 
of course. In this case, the subject under 
scrutiny is the matter of presentations- - 
things like whether formal or informal, 
audio visual aids or not. flip chart vs. 
boards, form and content of material to 
be left-behind or taken-away (depending 
on where the meeting takes place), etc.. 
and the who. what, when, where, and 
how of preparing for and making the 
presentation. 

In reading some of the reference 
material being used. I became reac- 
quainted with what happened in the past 
to bring us up to where we are now. 
Back then, the subject of psychophysics 
came into the picture. Todaj'. you may 
hear some of the experts talk in terms 
of psychoacoustics. or why we hear as 
we do, and what the mind has to do with 
how we interpret what we hear. Some of 
this material may already be known to 
you (or some of you), but to many it may 
pro\e interesting food for thought. It 
may also be of interest that what was 
found through the years about one 
sensation (such as hearing), was also 
applicable to other sensations such as 
sight, touch, smell, and so on. How did 
they get to learn all this? Good question. 

Back 130 years ago. a German physi- 
cist by the name of Gustav Theodor 
Kechner got to thinking about measuring 
the subjective sensations that had pre- 
viously been considered unmeasurable. 
He recalled some experiments that had 
taken place about 30 years earlier. A 
German physiologist. Ernst Weber (not 
the Weber whose name is used in elec- 
trical flux theory that was Wilhelm E. 
Weber, a German physicist) had found 
that when a person is subjected to two 
closely related stimuli, he (or she) could 
not detect the difference unless there was 
a fixed proportion between one and the 
other. Weber found that unless there 
was a 25 percent difference in the inten- 
sities of two sounds, the listener said that 
the two sounds were equal in intensity. 
To Weber, this was a "just noticeable 



difference." At this point, the subject 
could only say that one sensation was 
"less than" or "more than" the other, but 
there were no measurements made. To 
Fechner, if such measurements could be 
made, it would prove the unity of the 
material world and the spiritual. Fechner 
began his own experiments to set up an 
"exact science on the functional relations 
...between body and mind." 

Fechner used the "just noticeable 
difference" between two sensations as 
his measurements. (Today, they are 
called "jnd's.") He studied sound, light 
(brightness and color), and the lifting of 
weights. He himself ran over 24,000 tests 
with himself as the test subject in the 
lifting-of-weights experiments. He thought 
that jnd's could be added together to 
measure sensation variations through a 
complete spectrum. It took him 10 years, 
and then he published his "Elements of 
Psychophysics" (he also coined the 
word). He thought he had found the law 
which could be used to measure any 
sensation. He called it "Weber's Law." 
but it has been known as "Fechner's 
Law." The law. in essence, expresses the 
relation between stimulus and sensation 
-as stimuli are multiplied, sensations 
increase by addition. This meant that as 
the intensity of a sound was doubled, 
one step was added to the sensation of 
loudness. Mathematically, this meant 
that the sensation increases as the 
logarithm of the stimulus. He said that 
this same relation of sound and hearing 
could be applied to light and vision, and 
similarly to taste, touch, and smell. 

Psychologists refused to accept the jnd 
as a valid unit of measurement of sensa- 
tion. Much was written to try to destroy 
this theory, but the "law" was taught in 
schools, textbooks quoted it. and the 
theory hung on for about 70 years. 
Fechner was quoted as saying that "the 
Tower of Babel was never completed 
because the workers could not agree on 
how it should be built; my psychological 
edifice will stand because the workers will 
never agree on how it should be torn 
down." 

Then, along came the real trouble 
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The Tascam 16-Track System. 




If you don't need 
2-inch compatibility or 
24 tracks, you don't 
have to pay the price for 
expensive 2-inch hardware. 

Instead, you can own the heart of a 
16-track studio. 

The Tascam Model 15 Mixer. 24-in 
8-out 16-track monitor with a compre- 
hensive cue system that can be fed 
simultaneously by 48 signals. 

The Tascam 85-16 Recorder/ 
Reproducer. A 1-inch transport with 
16-track integral dbx.* 



All this for 
the price 

of a 2-inch 
recorder. 



Chair not included. 



'dbx is a registered trademark of dbx inc. 



And the Tascam 35- 
2B Mastering Recorder. 
A 1/4-inch 2-track with 
integral dbx. 
With this Tascam 16-track system, 
you'll get professional sound at an 
affordable price. And because it's all new 
equipment, you save even more with tax 
credit potentials. 

Write to us today for the name of 
your nearest authorized Tascam dealer 
He'll show you how a Tascam 16-track 
system can fit your studio needs and 
Your budget TASCAM 

TEAC Production Products Group 

©1980 TEAC Corporation of America. 7733 Telegraph Road. Montebello. CA 90640 
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STANDARD TAPE MANUAL 



This valuable data 
book is for the AUDIO 
recordist, engineer or 
designer. Offered at 
$45.00 you may order 
direct from publisher. 



MAGNETIC REPRODUCER 
CALIBRATOR 




This is induction loop equipment of labora- 
tory quality for primary standardization of 
tape recorders and tapes. Send for de- 
tailed information, prices and formats. 



R. K. MORRISON ILLUSTRATIVE 

MATERIALS 

819 Coventry Road 
Kensington. CA 94707 

; 
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makers- -the engineers. They tried lo 
apply the law in the study of acoustics, 
and found that the law did not hold up. 
The decibel, a measurement of sound 
energy, worked in logarithmic units, so it 
should have been completely satisfactory 
as a direct application of the law. But 
they found that 100 decibels was not 
twice the loudness of 50 decibels (the 
former being about the level of a jet 
plane 1 ,000 feet overhead, and the latter 
being the level of a quiet library). The 
level of the plane is actually about 30 
times the level of the library. 

Further tests, with subjects rating 
sound levels by magnitude estimation, 
led to the development of a new scale, 
called the "sone" (Latin for sound) scale. 
The psychophysicists found that each 
time the intensity was increased by 
10 db's (or dB's as they are now written) 
the sensation of loudness was doubled. 
This showed that the sensation multi- 
plied, not added as Fechner believed. 
Mathematically, this meant that loud- 
ness increases as the intensity raised to a 
power. The exponent, or multiplying 
factor, for sound was calculated to beO.3. 
Thus, a 10 decibel increase raises the sone 
or loudness perception by 10 raised to 
the 0.3 pov^er. Another increase of 10 
decibels would raise the sone level to two 
times 10 raised to the 0.3 power, and so 
on. This is a fortunate situation, since a 
power of less than one means that the 
loudness grows more slowly than the 
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physical intensity, and the ear is sub- 
jected to levels many billions of times the 
loudness of the faintest audible sound. 

It is this new experimentation that also 
gave birth to other sensation magnitudes, 
in each physiological system of the body 
-vision, smell, taste, heat sensation, 
electrical shock, etc. it was found that 
this "power law" held up under test. 
Each sense was found to have its own 
exponent, from 0.3 for hearing, 0.33 for 
the visual sense of brightness, up to 3.5 
for the sensation of feeling an electric 
current through the fingers. (Don't stick 
your fingers into a lamp socket.) 

The sone was defined as the loudness 
of a 1,000-cycle (now called Hertz) tone 
at an intensity of 40 decibels above the 
average subject's threshold of hearing. 
To bring you right up to date, this 
subjective intensity sensation research is 
still going on to try to help those who 
have total loss of hearing. Attempts are 
being made to provide a mechanical by- 
pass for the defective part of the ear so 
that the person will be able to hear, but 
there are still some problems with the 
achievement of sufficient level and 
satisfactory quality. 

Before we finish up with this subject of 
sound and hearing, it might be interesting 
to realize that no animal produces any 
sound above or below its range of hear- 
ing. Of interest, also, might be the ranges 
that exist in common animals. For 
example, for a man, the normal fre- 
quency range of hearing is 20-20,000 
Hertz, but his voice is only in the 85-1 100 
Hertz range. Dogs hear from 15-50,000 
Hertz but emit sounds in the 300-3000 
Hz. range, Bats emit sounds in the 
10 kH7-l20 kHz range, but they can hear 
from 1 kHz. to 120 kHz. Porpoises can 
hear in the range of 150-150 kHz., and 
emit frequencies from 7 kHz. to 120 kHz. 
For cat lovers, their favorite animal hears 
from 60-65 kHz., but makes sounds in 
the 760-1500 range. One exception is the 
grasshopper which can make sounds 
(by rubbing its legs against its abdomen) 
from 7 kHz. to 100 kHz. but can only 
hear in the range of 100-15 kHz. 

Fairly recently, this column had a 
short study on how the eye perceives light 
and color. The research project with 
which 1 am now involved includes the 
study of the effectiveness of multi-image 
and its applications; the content and 
design of slides for a single projector as 
well as multi-image operation including 
color and background; location within 
the slides of most-important information 
and other details, and other factors which 
go into making up a presentation using 
audio-visual aids. Perhaps, in the not- 
too-distant future, some of the results 
will be available for you to see. Maybe 
we'll also include some of the psycho- 
physical information associated with 
those findings. 

In the meantime, best wishes for a 
Happy Holiday Season, and a Happy 
and Healthy New Year. ■ 
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ijjiP rMew Literature 



USERS GUIDE 

• I his new. foiii-ciilor 10 pajic brocluiic 
details llcwIclt-l'aLkard's complete line 
of iiisimineiits and systems Cor ds iiamic 
sij;nal analysis. Applications lor products 
in this line include vibration analysis, 
control system performance, struciiiral 
analysis, analysis of rouiting machinery 
and analysis of biolojiical signals. A Ivso- 
page foldout selection guide enables the 
reader to ci>mparc and clioose the prod- 
ucts most suited to his or her application. 
Mfr: Hewlett-Packard ( ompany, 1507 
I'aRc Mill Kd., Palo Alto. ( a'94.M14. 



EDUCATIONAL SYSTEMS AND 
INSTRUMENTS CATALOG 

• This full-color. 4()-page catalog de- 
tails course iidoriiiation on 17 complete 
self-instruction and group instruction 
college-level programs in electronics, 
microprocessors, automotive, and com- 
puter programming. Inlormation on 
e.xpei imental trainers lor laborator\ 
sessions is also supplied. I lie catalogalso 
features product descriptions and speci- 
fications on more than 40 available test 
instruments, including: oscilloscopes, 
power supplies, chart recorders, signal 
generators, and I \' service instruments. 
Mfr: Heath Conipanx, Dept. 35(M70. 
Benton Harbor, Wl 49022. 



FALL CATALOG 

• I his new publication features (ilobal 
Specialties" full line of benchtop instru- 
mentation, j'renuency counters, logic 
probes and solderless breadboards. 
Along with lull product descriptions and 
specifications, (ilobal Specialties also 
Introduces several new products in the 
catalog, including, the Model 4401 
Henchtop l iequency Standard and the 
Model riH-2 Benchtop Case. Mfr: 
(■lohal Specialties ('tirporation, 7U 
1 ulton lerrace, P.O. Box 1942, New 
Haven. ( onn. (16509. 

ELECTRONIC COMPONENTS AND 
HARDWARE CATALOG 

• fhe newly published catalog K 10 for 
design engineers and puichasing agents is 
a multi-colored. 100 page, full line cat- 
alog that features a number of new 
products including the recently developed 
Safet\ hngineered lest Lead Package. 
1 his permits the user to assemble com- 
plete test lead systems (rom standard 
shelf items to retrofit with existing and 
new equipment. Other new items ofl'ered 
in the catalog include: an extended group 
ol Primed Circuit Board Supports. Klat 
Wire Cable Clamps, and many new 
Spacer types in aluminum, brass, and 
nylon. Mfr: Herman H. Smith, Inc.. 
812 Snediker Ave., Brooklyn, \V 1 1207. 



SOUND DESIGN GUIDE 

• The new engineers" and architects" 
Uesign Ciuide offers charts, formulas 
and graphics useful to consultants and 
contractors planning fixed sound instal- 
lations. I'he guide describes techniques 
to predict acoustical performance and 
gives electrical, dirnensional and acoustic 
specifications (or the Hose 802 profes- 
sional loudspeaker. I he Direct Soiuid 
Field C"ontour Maps included in the 
guide can aid installers in calculating 
sound pressure and uniformity ol cover- 
age with a variety of speaker placements 
and configurations. Mfr: Bose (Orpora- 
tiun. Department .\D(i, 1 ramingham, 
MA 07101. 



MOVING? 

Send in your 
new address promptly. 
Enclose your old 
db mailing label, too. 

Write to; 
Eloise Beach, Circ Mgr. 
db Magazine 
1120 Old Country Rd. 
Plainview. N.Y. 11803 




audiotechniques 

RENTALS 
Warning! 

Our new Rental Rate Schedule dated November 1, 
1980, is now in effect. Tear up your old one and 
call us toll free for our current rate card. 

(We've added lots of new gear, dropped some prices . . . and raised none!) 

1-800-223-2486 

Audiotechniques Rentals, 1619 Broadway, New York, NY 10019 (212) 586-5989 
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New Pfoducts it Services 



EXTENDED RANGE 
PLAYBACK SYSTEMS 

• JBL has announced the addition of 
two new loudspeaker products to its 
Professional Series: the 4690 and 4695 
Extended Range Playback Systems. 
Capable of high acoustic output with 
minimum distortion, the 4690 Full 
Range and 4695 Subwoofer are ideal for 
a variety of permanent and portable 
applications. The 4690 is a compact, 
two-way system engineered for full range 
music playback. Componentry consists 
of JBL's El 40 15-inch low frequency 
loudspeaker, 2306 high frequency expo- 
nential horn, 2410 high frequency com- 
pression driver and a specially designed 
3 101 A dividing network. Combining 
efficiency, controlled dispersion and 
wide range response, the 4690 will pro- 
vide complete coverage of typical listen- 
ing areas. When maximum sound levels 
of low distortion bass are required, the 
4690 can be used in conjunction with the 
4695 Subwoofer. Featuring JBL's new 
El 55 18-inch loudspeaker housed in an 
optimally tuned reflex enclosure, the 
4695 can handle 600 watts continuous 
program down to 30 Hz. The 4690 and 
4695 are packaged in ^^i-inch multi- 
laminate hardwood enclosures. 
Mfr: James B. Lansing Sound. Inc. 
Circle 43 on Reader Service Card 




SOUND EFFECTS LIBRARY 




• The Sound Effects Library for pro- 
fessionals contains more than 2,000 
sound effects, with descriptions and time 
for every effect. 100 boxed reels of master 
quality recording tape are alphabetically 
catalogued and cross-referenced. In all. 
there are over 20 hours of sounds, 
recorded in-studio or on location by 
Sound Ideas" staff, available at either 
lYi ips or 15 ips. The format invites the 
integration of all other sound effects, 
giving the professional one central 
control. 

M/'r: Sound Ideas Recording Studio 
Price: 7 1/, ips: $1,500.00. 15 ips: SI, 750.00 
Circle 45 on Reader Service Card 



GRAPHIC EQUALIZER 
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DISTORTION ANALYZER 

• According to the manufacturer, the 
Model 6880 is the first totally automatic 
Distortion, Voltage, and Frequency 
Measurement system with lEEE-488 Bus 
compatibility. The 6880 measures total 
harmonic distortion in percent or dB. 
down to .003% ( 90dB). with .001% 
(0. IdB) resolution, and automatically 
tunes itself to the frequency of the 
external signal over the entire range of 
I Hz to 1 10 kHz. The unique Auto Set 
Level circuit presets the amplitude 
reference level for any input between 
0. 1-I30V RMS. As a frequency counter, 
the 6880 will measure and display the 
fundamental input frequency from 
1.000 Hz to 999 kHz. Additional fea- 
tures of the 6880 include: selectable high 
pass and low pass filters; a distortion 
output: an analog output providing a 
DC voltage proportional to the distor- 
tion, and an ultra-low distortion ( < .003%) 
I kHz sinewave output. 
Mfr: Krohn-Hiie Corporation 
Price: $3,500.00 
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• GLi has recently introduced a 10-Band 
EQ-1500 Graphic Equalizer. In addition 
to providing state-of-the-art gyratorand 
low-noise Bi-Fet circuitries, the unit 
offers a high slew rate and includes three 
sets of selectable inputs complete with 
tape monitor function. The EQ-1500 has 
a range of +12 dB and provides a high 
output capacity of lOv. before clipping. 
A relay circuit mutes the audio output, 
preventing turn on off transients from 
reaching amplifiers and speakers. The 
EQ-1500 mounts in a standard 19-in. 
rack. 
Mfr: a Li 
Price: $250.00 
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IF YOU THINK DIGITAL IS JUST AROUND THE CORNER, 
YOU'RE ALREADY A STEP BEHIND. 

These i]a\-s. most people agree thai (iig!t:il is the recording techiioiog\- of the future. Infonuiiately they're also under 
the impression that it won't be available until then. 

There are. however, some notable exceptions to that philosophy. Like Warner liros. Records. Record I'lant. Westlake 
Audio. A/V Rents and Sound lde;»s. .Mongw ith some of the most successful studios in Knglaiui. Oemiany. j^pan and France. 
Vou see, they've all installed the multi-track digital system that's available right now. I 

3.\l"s .^O-channel Digital Mastering System. 

.Mready. it's been instrumental in the production of more than 60 records. Because digital captures iill the pure, 
full-range highs and lows and surrounds them with clean, no-hiss silence. The result is transparent, distortion-free sound 
itself. W helher it's the first generation or the tiAentieth. All of which adds up to the real reiLson why these and other 
outstanding studios are using 3M Digital equipment. \X hether it s our 4. IS, or 30-channel recorders, or ouf sophisticated 
electronic-editing and digital preview units. • • | 

They like to stay a step ahead. 

Write: Digital M*astering/3M, Building 223-5E/3M Center. St. Paul. \IN 55144. ^ 
3M DIGITAL MASTERING. WE DIDN'T BWENT SOUND. JUST THE PUREST WAY TO RECREATE IT. 
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MAGNETIC TAPE VIEWER 



• The DVM 01 is a patented, lightweight 
(2.5 oz.). circular device designed for the 
viewing of magnetic digital data. Com- 
posed of a large transparent screen of 
organic glass on the upper side and 
backed by a non-magnetic membrane, 
the viewer is filled with a special solution 
of stable, high permeability ferromag- 
netic ferrite powder, allowing viewing 
of high definition and good contrast. 
.Areas of application include: reading of 
bank cards; inspection and arrangement 
of synchronised tracks on video record- 
ing tapes; alignment of magnetic heads: 
verification of drop-outs on computer 
tapes: detection of spurious magnetic 
fields, and more. 
Mfr: Tliomson-CSF 

Comptinenis Corporation 
Price: S 200.00 
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AUDIO OSCILLATOR 

• The Model 700 externally adjustable 
audio oscillator can be used as a level set 
reference in audio consoles, laboratories 
and tone generator sets. The unit is 
amplitude stabilized to 1+ dB over the 
audio band. 

Mfr: OPAMP l.ahs Inc. 
Price: S35.00 
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PARAMETRIC EQUALIZER 

• .X four band per channel parametric, 
the SH-400 also features 18 dB per oc- 
tave, independently switchable sub-sonic 
filters with roll-off at .^5 Hz. The equal- 
izer is constructed in a 3'/i-in. high rack- 
nioiiiit chassis measuring 7-in. in depth. 
X'isual status indicators for each channel 
include EQ-ln. Subsonic Filter In. and 
a+ l8dBm PEAK light which flashes 3dB 
before the equalizers clip point. 
.Mfr: Syiiiciri.x 
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DIGITAL REVERBERATOR 



• The DRE-2000 features a ten-program 
memory; convenient hand-held controls; 
four reverberation modes, two for echo, 
two for delay, as well as a non-volatile 
memory and the flexibility of direct inter- 
face with both analog and digital systems. 
The main unit is rack-mounted and con- 
trolled by a hand-held 10-key board. Upto 
ten programmed combinations of variable 
parameters can be stored in the non-vola- 
tile user memory for repeated use. Rever- 
beration time for the DRE-2000 is 0 to 9.9 
.seconds, while delay time \aries from 
0 to 999 milliseconds. The flat 10 to 
15.000 Hz frequencx' response can be 
varied by the use of variable low-cut and 
high-cut filters. The unit provides proc- 
essing for 16-bit quantized digital signals. 
.Mfr: Sony 
Price: SI5.000.00 
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REAL TIME ANALYZER 




• The DN'60 features three memories, 
peak-hold display, selectable resolution 
and time constants, and facility for 'A' 
weighting. The noise source is internal, 
as is provision for calibration to a 
specific microphone. The display is an 
easy to read 30 x 16 high intensity [.ED 
configuration with separate display for 
overall SPL level. 
Sllr: Klark-Teknik 
Price: $3200.00 
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* I he PL77AA condenser cardioid mi- 
crophone is the broadcast version of the 
PL77A entertainer's vocal microphone. 
The PL77AA can be powered b\ either 
a phantom power supply from the mixing 
board, or from its internal battery. 
/U/iv Eleciro-Voice. Inc. 
Circle 56 on Reader Service Card 

DIGITAL REVERB PROCESSOR 




• System 5 incorporates a full 1 5 bit digi- 
tal design with a full 14 kHz. bandwidth to 
give a truer acoustical room simulation. 
Dynamic range is 10.3 dB and signal-to- 
noise is 83 dB\ . I here are four individual 
reverb programs included: number one 
is similar to a plate, number two is a 
medium density reverb, number three is 
low density, and number four is straight 
echo. Four presets. 16 equalization set- 
tings and microprocessor control allows 
a total of 48,000 possible reverb effects. 
The System 5 controller is a calculator- 
styled unit that sits onthemixingconsole 
and can be patched to the companion 
rack-mounted electronics mainframe 
through normal audio lines. The main- 
frame processor features a pull-out cir- 
cuit card drawer for easy access and occu- 
pies only 5'/^-in. of rack space. 
.Mfr: Quad-Eight Electronics 
Circle 57 on Reader Service Card 
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MIXING CONSOLES 



COMPRESSOR /EXPANDER 
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• I he Scries 4 is designed to otter I tic 
prot'essional ilie optimum tcaturcs and 
perlormance tor both sound reint'orce- 
nient and lour or eiglil-tracic recording 
sessions. A\ailat)le in either 12 input or 
20 input t'ully modularized maint'rames. 
the Series 4 otters: transformerless input 
circuitry: three band. continuousl\- vari- 
able equalization in each channel: peak 
I.E-.I) and 20 dB pad on each input: three 
independent fold back sends: full provi- 
sion tor multi-track monitormg and 
assign: eight independent returns. PFL, 
and six out buss assign through sub- 
masters (4) and R I. stereo busses. 
MJr: runfieni Syxicni.\ 
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DIGITAL FREQUENCY COUNTER 




• The lM-2420 512 MH/ portable 
frequency counter features four gate 
times and 8-digit resolution tor precise 
readings. A period function can gi\e 
cycle time in seconds, while the fre- 
quency ratio function provides the ratio 
between two input frequencies. For more 
accurate measurements, a standby power 
switch can keep the crystal oven warm 
tor ma.\inium frequency accuracy. The 
oven is proportionally-controlled to keep 
the internal time base within 0. 1 part per 
million over a wide temperature range. 
I he crystal-controlled time base provides 
long-term stability, with drift controlled 
to less than I ppm per year. Four gate 
times and a large. 0.43-inch-high. 8-digit 
I.EIJ display provide the resolution 
necessary to measure UHF signals. The 
IM-2420"s 4-15 mV typical sensitivity 
allows counting of low level signals. 
Frequency measurements can be made 
by direct connection, or by using the 
optional SMA-2400-1 Swiveling Tele- 
scopic Antenna. The lM-2420 Frequency 
Counter can be wired for either 120 or 
240 VAC operation. 
M/'r: Heath Company 
Price: $239.95 
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• The VSC Model AV3 compressor/ 
expander utilizes the Wollensak Bi- 
peripheral Drive to insure long-term 
reliability. A simple movement of the 
VSC speed control lever plays any stan- 
dard audio cassette from 60 percent to 
21/2 times normal speed, or about 90 
to 375 words per minute, without pitch 
distortion. VSC operates by sampling 
the high-frequency speeded audio signal 
at sub-audible rates and discarding every 
other sample. The remaining samples 
are then stretched out. returning them 
to their original frequencies and filling 
the gaps left by the discarded samples. 
These remaining samples are joined in a 
way that minimizes "splicing noise." 
With VSC. the actual "stretching" of 
the signal samples is accomplished with a 
variable delay line for which a low-noise 
bucket brigade device (BBD) can be used. 
The Model AV3 can provide high-speed 
inspection of printed circuit boards, wire 
wrapping matrices, cable harnesses and 
pin connections. It also offers separate 
tone control to adjust sound for maxi- 
mum clarity and comfort, cue and 
review, digital tape counter and remote 
pause control. 
Mfr: VSC Corporation 
Price: $495.00 

Circle 60 on Reader Service Card 




Electronics 
Engineer 

Southern Connecticut 

This expanding division of CBS Inc. has an immediate 
opportunity for an electronics engineer with a BSEE and 
3-5 years experience in audio engineering, disc manu- 
facturing and tape duplicating technology. 

Position requires a bacl<ground in the design of solid state 
audio and control circuitry. Ideal candidate will be familiar 
with NEC and OSHA. Approximately 65-70% travel required. 

In addition to fully commensurate salary and excellent 
benefits, you'll enjoy working in l\4ilford, CT, a beautiful 
suburban setting not far from New York City's cultural and 
entertainment attractions. Find out more about the profes- 
sional career growth we can offer by sending your resume, 
including salary history and requirements, to: Professional 
Placement (Manager, P.O. Box 87, Parcel Post Station, 
Milford, CT 06460. 

CHS m:(^()m)s 

A Division of CBS Inc. 

Men and Women of All Races Desired 
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Editorial 



As WE GO to press, the digital decade is about to 
celebrate its first birthday. Of course, we are 
still a long way from a standard digital format, 
Lalthough we are perhaps a bit closer than we 
were at the beginning of the decade (not much closer, 
just a little). There is still little agreement on sampling 
rate, although most manufacturers have settled on a 16- 
bit quantization format. 

The multi-track recorders from Mitsubishi, Sony and 
3M are all open-reel, as are se\eral two-channel ma- 
chines. However, some manufacturers prefer digital 
audio processors, used in conjunction with VHS or Beta 
format video tape recorders for two-channel recording 
or mixdown. 

Elsewhere in this issue, a comparison chart lists the 
specifications of most of the current generation of digi- 
tal tape recorders and processors. A casual review of the 
chart reveals that a standard format is still not quite 
around the corner. Of the multi-track tape recorders 
listed, note that there is still little or no agreement on 
tape speed, sampling rate or encoding format. (Missing 
specs were not available to us as we went to press.) 

Also note that "channel" and '"track" do not necessar- 
ily mean the same thing. This is because some record- 
ers require more than one digital data track for each 
channel of audio information. In such cases, the word 
"track" refers to the digital recording format, while 
"channel" tells us how many audio tracks oops, audio 
channels — are available. 

Despite the enthusiasm expressed in some quarters for 
digital audio, the lack of a standard will surely continue 
to act as a restraint on a wholesale industry-wide analog- 
to-digital conversion. With the exception of a handful of 
brave pioneers, few studio owners are prepared to make 
a large capital investment in any system which may ob- 
solete itself before its time, if a rival system eventually 
becomes the standard. 

Some time ago, there was a movement towards a digi- 
tal standard, but this was quickly abandoned when 
inquiries of a possible anti-trust violation were brought 
to the attention of the US Justice Department. Here in 
the USA, companies are not permitted to collaborate on 
before-the-fact standards fixing. 

While it would certainly make our immediate life much 
simpler if an industry-wide standard could be estab- 
lished, there is also a strong argument favoring the grad- 
ual evolution of such a standard. An industry standard, 
formulated today, would "freeze" digital technology at 
the 1980 level. Manufacturers would be compelled to 
temper tomorrow's R & D to fit within the constraints 
of yesterday "s standard. No doubt, ten years from now — 
or maybe, quite a bit sooner we would all regret being 
locked into an archaic system. 

On the other hand, in theabsence of a standard, manu- 
facturers are encouraged to put forth their best, most 
creaii\ e efforts, in the hopes of capturing a bigger share 
^ of the marketplace. Ideas w ill be tried, modified, rejected 

^ or accepted, and the manufacturer who builds the best 

system will eventually prevail. When the studio owners 
begin con\erging on "Brand A." the competition will 
3 either have to build a still-better system, or w ork tow ards 

§ compatibility with the leader. 

As with Charles Darwin, it's a case of "survival of the 
^ fittest." If you need to be convinced, just recall the days 

when both w ire and tape recorders were available. Where 
would our industry be today if some standard organiza- 
tion had settled for wire? It seemed pretty good at the 
time, but just imagine the fun ofeditinga24-w ire master! 



Our features this month present us with a digital tech- 
nology update. Last February, Kunimaro Tanaka dis- 
cussed the Mitsubishi Digital Audio System. This month, 
Mr. Tanaka gives us a close-up view of the specific PCM 
format found in Mitsubishi's open-reel recorders. Read- 
ers may want to review Sidney L. Silver's article, "Correct- 
ing Tape Errors in Digital Magnetic Recording" in the 
November. 1980 issue of db. Mr. Silver gave us a detailed 
description of error detection and correction schemes. In 
fact, the Silver Tanaka stories are an excellent example 
of "theory and practice." as you'll find after reading them 
both. 

Returning again to February of last year, we featured a 
brief look at 3M's digital editing system. And now, 3M"s 
Del Filers offers us A Look At Digital Tape. Although 
the fine points of magnetic tape manufacturing are prob- 
ably not as exciting as the latest generation of digital 
hardware. Filers makes the point that the new technology 
still depends on the often-ignored reel of tape for its suc- 
cess. Just as digital hardware differs from analog, so too 
do the two tape formulations. 

Last month, we commented that our October "Mike 
Quiz" drew a meager response. Wrong again! Just after 
that comment went out for typesetting, the letters really 
started pouring in! Many of our readers must have spent 
quite a few hours with graph paper, calculator and 
computer, figuring out the answer. We're still sifting 
through the reponses, and will have those complimentary 
subscriptions on their way soon. And in a future micro- 
phone issue, we'll present an update on the whole subject. 

Speaking of future issues, we're always interested in 
hearing about what you're interested in seeing in print. 
More often than not, we find out about it the hard way. 
When an occasional article is too simple (or too com- 
plex), readers waste no time in writing in to object. Of 
course, the objectors never contribute original material 
of their own — they merely complain about the work of 
others. A good part of that is understandable though: 
many of us don't feel qualified to contribute an authori- 
tative article. Also, you don't have to be a chicken to 
recognize a rotten egg (or a writer, to spot a rotten story). 

Obviously, it is the rare article that will satisfy all 
readers at every level. It is more-or-less up to us to 
"guestimate" the type, and level, of feature that will 
prove most valuable to most readers. Along with these, 
we occasionally add a feature that may have limited 
appeal, in the hopes of holding the interest of a smaller 
group — say, those who are just getting started, or 
perhaps the computer mavens. 

Stand by for another "comp sub" offer. Do you have 
an idea that you'd like to see developed into a db feature 
article? Let us know about it. and your complimentary 
subscription will be on its way. There is a catch to this 
one: your idea must be original, or at least, imaginative. 
In other words, "Do a story about microphones" doesn't 
make you a w inner. Howe\ er. if you've always wondered 
about how to record whale sounds off the Baja. you 
could score. And. if you can write the story yourself, so 
much the better. You don't have to be the newest Hem- 
ingway to qualify. (If you were, we couldn't afford you 
anyway.) 

If you look through our 1980 index in this issue, you'll 
find the names of professional writers, non-professional 
writers (after all, what's an editor for?), and just-getting- 
started amateurs, If your own name only appears on 
the mailing label, we both may be missing out on some- 
thing. Think it over; fame (not much) and fortune (even 
less) could be yours. ■ 



www.americanracliohistorv.com 



The audio professional 
demands precision control, 
frequency division and flexibility 
for multi-amplification sound 
systems. He also requires jjerfor- 
mance he can count on. 
To optimize the quality |-t | 
of sound reproduction H 1/2 
he must have confi- 
dence that the electronic cross- 
over will properly handle the 
entire audio signal and then route 
it where it belongs; without 
coloration, without degradation 
and without fail. 

The experienced professional 
relies on UREI. He aiso expects 
the quality that is engineered into 
the Model 525 Electronic 
Crossover. 

Fixed installation or portable 
application, the 525 provides 



precision crossover performance summii 

)1, in recording studio monitoring, respon; 

xibility live concert sound, discotheques, • Mute sa 

""d w-m^-m « facilitai 

The UREI '^"■^ 
Electronic Crossover 

cross- theaters, churches, schools — • Recess 

the even sophisticated audiophile frequei 

;n route systems. Features that set unintei 

it the 525 apart from an ordinary setting 

dation crossover include: To ma 

• Exclusive frequency counter of sound 
sional which accurately measures and the 525 i 
sects displays each crossover fre- UREI om 
red into quency with 1 Hz resolution. and the 

• Front panel mode switch for Feedbac 
stereo 2-way, 3-way or mono From 

rtable 4-way or 5-way operation. trust all 

des • 18 dB/octave slopes for unity process 



summing and maximally flat 
response. 

• Mute switches On each output to 
facilitate testing and set-up. 

• Balanced inputs and transformer 
coupled outputs. 

I • LED's which indicate 
iTC^lT active controls in each 
' ^* mode of operation. 

• Recessed mode switch and 
frequency controls to prevent 
unintended changes of critical 
settings. 

To maximize the performance 
of sound reinforcement systems, 
the 525 is designed to augment 
UREI one-third octave equalizers 
and the unique Model 562 
Feedback Suppressor. 

From One Pro To Another — 
trust all your toughest signal 
processing needs to UREI. 
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From One Pro To Another 



United Recording Electronics Industries 

8460 San Fernando Road. Sun Valley, California 91352 (2'l3) 767-1C 
Worldwide: Gotham Export Corporation, New York: Canada: E'.^. fi< 



) Telex: 65-.1389URELSNVY 

Mailing, Montreal , 
0 fifpiler^Ser^ice^ard 



See /our prcffessional audio products 
dealer lor full technical information. 
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DEL EILERS 



A Look At Digital 
Recording Tape 

The emerging digital hardware places new demands on the 
software system, and the familiar analog formats of magnetic tape 
are not suitable for the saturation recording requirements of digital. 



FEW won, I) DiSACiRCh that the development of the 
digital recording process is one of the most exciting and 
significant advances within contemporary audio 
technology. Certainly, the digital signal processing 
hardware deserves all the attention it receives. However, while 
duly admiring the latest in digital technology, let's not lorget 
that without adxances in magnetic tape technology, the growth 
of digital recording would be severely impeded. 

In cither the analog or digital domain, the capability of the 
master tape effectively defines recording quality and dynamic 
range. I he e.xcitement that surrounds the new digital hardware 
does not set aside this fact. It is because the tape itself sets the 
limits that exhaustive development efforts were undertaken at 
3M to create a new digital tape with the ability to fully realize the 
benefits of digital signal processing. Indeed, the capability of 
digital tapes, such as our 265, is one of the reasons we belie\e 
that the digital mastering process will soon become the 
"standard" for all high-quality professional recording. 

ANALOG AND DIGITAL: 
REVIEWING SOME DIFFERENCES 

Analog and digital tapes ha\e about as much in common as 
earh wire recorders and today's studio-quality machines. But, 
while unlike in both degree and kind, analog and digital tapes 



Del Eilers is Technical Services Stti>er\'isor of Magnetic 
^ Auiiia, V ideo Products Division, 3M — St. Paul. Minn. 
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are ob\ iously meant to accomplish the same task, and therefore 
it would make good sense to explain the one with frequent 
reference to the other. 

SIGNAL ENCODING 

Within the analog system, the input signal is generated as a 
series of positive and negative flux changes. The number of these 
changes-per-second defines the frequency, and the \arying 
signal strengths correspond to the different signal le\els. Forthe 
most part, the thickness of the oxide coating on the analog tape 
determines the dynamic range (signal-to-noise ratio) of the tape. 

In analog recording, we are accustomed to taking great care 
to avoid tape saturation. By contrast, the digital process is 
always saturation recording. The digital input sampling rate- 
signal is constant in frequency (50 kHz on 3M machines), and at 
each sample, a series of pulses saturate the tape's magnetic 
surface. The digital system only needs to know whether a pulse is 
present ( I) or not (0). 

On a .3M digital tape recorder, these pulses the digitized 
input signal are formatted into frames consisting of 400 bits 
each. Each of these bits is 0.0.357 mils in length, and each frame 
is 14.28 mils long. 1 his configuration equals a packingdensiiy of 
about 28.000 bits-per-inch: a density without parallel in analog 
audio recording. 

The high packing density, of course, places a large amount of 
sound information in a very small -literally microscopic area. 
For example, the highest frequency in digital is 625 kHz. 
which when encoded on tape at 45 ips- -is equivalent to 0.072 
mils. Comparing this to analog's highest frequency of 20 kHz. 
which would require only 0.75 mils at 15 ips. we can easlK see 
that, in terms of packing density, digital applications are ten 
limes more demanding than in analog. 
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COERCIVITY 

I he 265 digital mastering tape has a new magnetic oxide, 
developed by 3M expressly for iiptimi/.ing the results a digital 
system can deliver. This new o.\ide. the technology of which 
finds its roots in v ideo tape development, hasa eoereiviiy of 720 
oersteds. I'his exceptional ability to retain magnetism is 
required in the digital process to insure good results at very short 
wavelengths, and because of the extremely-high packing 
density. By eomparision, our 250 analog tape has a cocrcivity of 
.^65 oersteds. This difference in coerciviiy is one reason why 
iligital tape will not function on an analog machine. None of the 
existing analog tape recorders will produce an adequate bias or 
erase current to handle such a high coercivity. 

BASE AND BINDER 

The base material of the new digital tape is much thinner than 
that used in standard analog tapes. Because of the higher tape 
speed in the digital recording process (45 ips on 3M transports), 
a thin base is essential in order to provide adequate playing time 
on a single reel ol tape. Equally important, the thin base insures 
optimal tape-to-hcad contact and excellent results when 
recording the very short wavelengths of digital signals. 
Comparing the base material of 265 digital tape to 250 analog, 
we find a reduction in thickness of about 40 percent. 

The binder is also a new development, and is much more 
durable than the oxide binders used in analog tapes. One reason 
for this is that dropouts and thin size arc much more critical 
factors in digital recording than they are in analog work. \ 
stronger binder is a significant aid in preventing dropouts, by 
limiting ruboff and debris generation. In analog recording, 
debris capable of causing a dH loss at analog's highest 
frequency (20 kH/ at 15 ips) would be on the order of 0.000041 
inches. However, in digital recording, the same loss v\'ould be 
caused by debris on the order of 0.00000.19 inches. Although this 
is somewhat of an "apples-and-oranges"comparison due to the 
nature of digital recording, it does show that once again, digital 
requirements may easily be an order of magnitude more 
stringent than in analog. 

USING DIGITAL TAPE IN THE STUDIO 

The care and handling of digital tape demands many of the 
precautions common to the handling of analog tape. But. just as 
the technology and precision required lor the manufacture of 
digital tape exceeds that necessary lor analog tape, so too do the 
steps required for handling and storing the tape in the working 
environment. Extraordinary measures aren't required just a 
little more attention to detail should suffice. 

lissentially. the problems encountered with digital tapes are 
physical in nature, and we classify error-causing defects as either 
transient or non-transient. Transient errors are caused by loose 
particles, dust and dirt. etc. Non-transient errors have as their 
source oxide clumps or foreign particles which have been 
covered when the magnetic oxide was applied to the base 
material. ( To greatly reduce the possibility ol' these physical 
problems causing errors, digital tape undergoes many more 
inspection steps and cleaning wiping operations than 
conventional analog tape.) 



STORAGE 

All closed containers of digital tape should be stored on their 
edges, in order to avoid the possibility of crushing or distorting 
the tape edges. Also, the storage area should have temperature 
and humidity control that is the same as the control room's 
working area. 

Additional care should be provided to insure that the dust and 
lint produced by cardboard and paper stock does not reach the 
surface of the tape. The best way to avoid these sources of 
contamination is to have the tape stored in plastic bags. 

Reels being put into storage should also have been wound 
smoothly and under the correct tension. Naturally, a smooth 
wind offers built-in edge protection, thereby eliminating those 
protruding edges which are especially vulnerable to damage. 
The vv ind tension also plays an important part in tape care, and 
should be regularlv checked. Higher tensions have the tendency 
to permanently distort the polyester backing, especially if the 
tape is subjected to temperature increases. I.ovver-than- 
reconiniended pressures allow slippage between tape lavcrs, and 
folds or creases may develop. I'he resulting w rink led surface will 
interrupt tapc-to-head contact, and result in a series of errors. 

IN THE OPERATING AREA 

The rules for working successfully with digital tape arc not 
complex, but it is more important that they be followed more 
carefully than with analog tape. 

f irst, the operating area should approach a "clean room" 
environment, with the absence of most airborne dust and lint. 
Smoke, lood and drink should be kept well away from the 
working area, and the temperature and hutnidity controls 
should be kept within the ranges of ±10 percent. 

Second, in handling the tape, the operator should exercise 
morc-than-routine care, so as to insure that no fingerprints are 
deposited on either surface of the tape. While the oils and salts in 
fingerprints will not attack the oxide binder, they do create an 
area pre-disposcd to attract and hold dust and dirt. Prints on the 
reverse side of the tape are just as serious as those on the oxide 
coaling, as they will transfer to the coating of the adjacent lavcr 
on the reel. 

.'\ny cleaning agents used on the tape heads must be 
completely dry before the tape is used. And throughout the use 
of the tape, pressure must never be applied to the tlanges of the 
reel, but only to the hubs, f 'inalh, care must be taken to provide 
for a 24-hour equilibrium in ambient conditions. That is, the 
tape should be stored under the sanie environment before and 
after it is used. 

SUMMARY 

The new digital recording tapes are literally at the forefront of 
professional audio recording. I hey are more complex than the 
latest generation of analog tapes, and consequently require 
more care and attention, if the digital recording system is to live 
up to its expectations. The additional attention to detail that 
comes along with digital recording is a natural adjunct to this 
far-more sophisticated approach to music reproduction. ■ 
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KUNIMARO TANAKA 



The Mitsubishi PCIM 
Recording Format 

The PCM recording format described here permits 
physical hutt-splicing, as well as more-sophisticated electronic 
editing techniques. 



TMKRE" EXISIS lODAY a large and expanding consumer 
demand for higher quality audio playback capability. 
In the past decade, the ability of the professional re- 
cording studio to keep pace with this demand has been 
very successful. Refinements in the areas of noise-reduction 
techniques, auxiliary analog hardware, maintenance pro- 
cedures, and new formulations of magnetic tape have all nur- 
tured this ability, but only up to a certain level. A law of dimin- 
ishing returns exists that states that, the more an analog signal 
is processed, the less it resembles the original. The reasons for 
this are many and varied, but are primarily due to the modula- 
tion noise caused by inhomogeneities in the distribution of the 
magnetic domains and distortion arising from non-linearity of 
magnetic characteristics. Another problem associated with 
analog recording is the vague sound image caused by wow and 
flutter. 

Perhaps a decade ago, engineers began to apply pulse-code 
modulation (PCM) techniques to audio design. PCM prom- 
ised to free the audio signal from the types of analog problems 
just described, and to provide the listener with sound quality of 
an unparalleled dimension. In the early days of digital audio, 
hardware was expensive to build and maintain, complicated to 
operate, and generally unreliable. Supported by contemporary 
ad\ances in semi-conductor technology, this is no longer the 
case. Digital recording techniques now offer a real and obvious 
alternative to analog in the recording studio. Hut for PCM 
playback to become popular in the home, a large catalog of 
digitalh -encoded master tape software must first become avail- 
able. To this end. Mitsubishi Electric has designed. and is now 
marketing, a complete line of professional-type PCM audio 
components. Included in this chain are; a multi-channel re- 
corder, a two-channel recorder, a digital mixer, an electronic 
editor, and a digital delay for disc mastering. (See the authors 
"The Mitsubishi Digital Audio System"" in our February. 1980 
issue for more information on the complete system Kd.) 



Mitsubishi X-80A 2-Channel Digital Recorder 




Mr. Tanaka is the senior design engineer in Miisuhishi 
Eleclric Corporation 's Product Development Laboratory 
— PCM Products, in Amagosaki. Japan. 
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THE X-800 32-CHANNEL PCM RECORDER 

MitMibishi"s multi-chiiiinci I'C'M tapo rccordor can record 
M channels of audio on one-inch tape, at a tape speed of 30 ips. 
to eliiiiiiuite as iiiuci) tape use as possible, we have designed 
our recorders usiiij; a fixed ferrite liead. This allows reduced 
tape speeds, while still retaining the abilits of high-density data 
storage and retrieval, typically greater than .''0.000 bits-pcr- 
inch. In this type of high-density recording, we cannot expect 
c\ery track to be in optimum condition all the time. especialK' 
when the recorder has to pla\' back tape that was poorly stored, 
or was i>riginall> recorded on a slightl\ -misaligned deck. In this 
case, data errors tend to occur on a few particular tracks, w hile 
the remaining tracks are still in good condition. 

In order to rectit\ tliis t\'pe of situation, wc ha\e dc\ised 
w hat we call the "semi-separate" format ( I- kit Ri I ). With this 
lormat. one audio channel is recorder on one track, and lor 
error correction, two parity tracks are pro\ided for ever\ sub- 
group of eight-channels. In addition, each channel has its own 
C'RC (c\clic redundanc) check) code, I hus. we ha\e a two- 
dimensional error-correction system, rather than the one- 
dimensional method tound in some early I'C'VI recorders. As a 
result, the signal can be recovered from a poor or weak tracks. 
In an extreme case where one track dies, recording, play back, 
and punch-in and punch-out on the track is still possible. 
Note that 40 digital tracks are required ii:i order to record .''2 
audio channels. 

ERROR CORRECTION AND CONCEALMENT 

Other large data losses are from such things as nodules in the 
tape coating and scratches or creases in the tape. In order to 
cope w ith these defects, signals are inter-leased when recorded, 
(f-or more details on these error-correction techniques, see 
"t'orreeting tape Trrors in Digital Magnetic Recording" in our 
No\ember. 1980 issue ol db— Kd.) 

FiGt'RE 2 shows the largest error from dust that can be cor- 
rected, and the largest defect that can undergo error-conceal- 
ment by one-sample interpolation (replacement of the bad 
sample with the average value of preceding and successive 
error-free samples). FiGtiKE 3 shows the correctability of this 
format for ordinary random error. Typically, these errors are 
caused by amounts of small dust or defects on the tape surface. 
The mean time between the occurrence of a miscorrection and 
error concealment is shown against the average bit error rate, 
P,-, and the average burst error length. B. In a bad case, with an 
average bit error rate of lO"*, and an average burst length of 200 



bits, the mean time between the occurrence of error conceal- 
ment is about 8 3 hours. The mean time between mis-correction 
(giving rise to an audible "pop" noise) is 21.6 years. These are 
reasonable, and quite practical, \alues. 

In Figure 4, we can follow the signal path from input to 
output. Here, eight channels of audio pass through anti- 
aliasing low-pass filters, having a sharp cutoff frequency of 20 
kHz. Then, the signals are sampled at a rate of 50.4 kHz and 
held in a sample hold. This output is then converted into 16- 
bit linear PCM signals by A D converters. A few channels out 
of each eight-channel group may be cross-faded with play back 
PCM signals at the fader, when the deck is in the "punch- 
in punch-out" mode. The eight signals at the fader output are 
then combined at the RSC (Reed-Solomon C ode) coder to inake 

Mitsubishi X-800 32-Channel Digital Recorder 
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(a) Construction of o Sub-Block. 



Main sync Sub- Block 

Sub sync 

(b) Construction of a Moin-Block 

Figure 1. Construction of a Block; la. Construction of a 
Sub-Block: lb. Construction of a Main-Block. 
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STL Offers The Most 

Complete ^election 

Of Test Tapes 
Available Anywhere 



STL can serve all your needs with precision 
test tapes for frequency alignnnent, level set, 
azimuth set, flutter & speed tests, sweep 
frequency tests and pink noise analysis. Also 
available is the Standard Tape Manual & the 
Magnetic Tape Reproducer Calibrator. 



Phone for fast delivery or free catalog 



SDL 



STANDARD TAPE LABORATORY, INC. 

36120 EDEN LANDING ROAD HATWARD CALIFORNIA 946^15 • (416( 786-3546 
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LARGEST AREAS 
WHICH CAN BE 
ERROR -CORRECTED 



LARGE ST AREA 
WHICH CAN BE 
ERROR - CONCEALED 



Figure 2. Error correction and concealment. 

the signal format of the "semi-separate" format, and then inter- 
leaved. After passing through the modulator and write-compen- 
sation process, the data is stored on tape. During playback, the 
signals first pass through playback compensation and demodu- 
lation. Time-base error is corrected by the TBC, and error sig- 
nals are corrected by the RSC decoder. Finally, the signals 
pass through a delay circuit whose delay is equal to the time in 
which the tape runs between the sync playback head and the 
record head. 

THE X-80 TWO-CHANNEL PCM RECORDER 

In the case of our two-channel PCM recorders, this error- 
correction scheme is again used, to even more useful advan- 
tage. The tape employed is identical to the type used on the 32- 
channel deck, but in a quarter-inch variety, at a speed of 15 ips. 
There are ten tracks in this configuration; one track for 
monaural analog cueing, one track for SMPTE coding, six 
PCM tracks for encoded audio signal data, and two tracks for 

Figure 3. Error correcting capability of RSC code. 
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Figure 4. Signal processing for eight channel audio 
signals. 

parity checking (Figure 5). By again interleaving the data, the 
tape can be edited by the cut-and-splice method. This is of im- 
mense value to the user, but would not be possible without a 
very po\\erful error-correction capability. The methods used 
are very similar to the ones used in typical analog splicing, 
except that care must be taken in the handling of this precision 
tape. One cues the proper material by monitoring the analog 
signal, marks the exact point with a fluorescent video-type 
marker (to reduce the chance of contaminating the tape) and 
cuts vertically using the supplied splicing block. The two 
sections are then joined, using a specially-formulated video 
splicing tape, used in this case to msure good tape-io-head 
contact. 



Figure 6 shows the effects of two typcsof splicing tape. Note 
that when thick splicing tape is used, the signal deteriorates in 
the vicinity of the splice due to poor head-to-tape contact. The 
signal loss caused by the splicing tape is seen in the middle of 
each photograph in the figure. When played back, the error, 
loss is detected and is automatically cross-faded over the splice, 
insuring that no audible signal discontinuity, or "click" noise 
is heard. 

One of the problems to be solved in making cut-and-splice 
editing possible is to keep the capstan-servo system locked in 
sync when encountering a splice. The capstan of the fixed-head 
type PCM tape recorder isdriven by a phase-locked loop(Pl.l,) 
type servo. The purpose of this is to lock the synchronization of 
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Figure 5. Signal block configuration. 



the reproduced signal to an internally-generated reference sig- 
nal, in this case by a quartz-crystal oscillator. In the case of the 
X-80, the phase of the reproduced sync signal is locked to the 
phase of the reference signal. The phase jumpat the splice point 
varies from zero degrees. That is to say, there is no phase jump 
to + 360 degrees. We devised a phase selection system to cope 
with this problem. As illustrated in Figure 7, two sub-sync 
signals, separated by 120 degrees, are generated by the repro- 
duced sync signal. Usually, one of them is selected to be used for 
the servo-lock of the capstan. When there is a phase jump at 
the gap. another sync signal is selected to minimize phase jump. 
Using this method, jump is suppressed to less than ±60 degrees, 
and phase lock is assured. With the ability to splice edit and the 
high-precision of the semi-separate PCM format, we feel that 
reliability and stability are beyond question, thus making digi- 
tal recording very accessible to the user. 



FUTURE PROSPECTS FOR PCM 

When PCM recorders are used in conjunction with digital 
delay to master lacquers, incredible fidelity is possible. Our 
efforts in the very near future (a few months) will include the 
unveiling of a digital mixing console, and a PCM electronic 
editor. The mixing console will offer full fading and panning 
ability, and the editor will have the ability to tie up to three 2- 
channel decks together in perfect synchronization and edit 
multi-channel material. With these units in the field, we have 
effectively completed a chain of high-quality professional PCM 
audio components that will allow the recording studio and the 
musician the opportunity to use completely-digital recording 
techniques. Our efforts will then be aimed at the perfection of 
the digital audio disc system for home use.Only then will the 
consumer finally be able to take advantage of true playback a 
very promising and exciting ability. ■ 



Figure 6a. Effect of thick splicing tape 
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Figure 7. Ptiase selection of servo system. 
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JOHN DIAMOND, M.D. 



Human Stress Provoked 
by Digitalized Recordings 

D}\ Diamond again renews his claim that the digital recording 
session may he a stress-producing experience. 



MUSK' IS om; o\ the great therapies. Throughout re- 
corded history, in all parts of the world, music has 
been used as therapy. In fact, of all factors that have 
been investigated, probably none enhances the life 
energy and reduces stress more effecti\'ely than music' Perhaps 
the most obvious example of this is the fact that at the age of 
seventy, when some 50 per cent of American males are already 
dead, some 80 per cent ol' musical conductors are still alive, 
healthy, and productive. I'he tremendous therapeutic power of 
music has always been recognized, and it has been the subject 
of many discourses, from the time of F'ythagoras to Moses 
Maimonidcs and beyond. I'o me — as it was to Pythagoras — 
music is not entertainment or (/musenicnt (the absence of the 
muse), but therapy. It is one of the most potent modalities that 
exists for activating what the Greeks called the thymos. what 
Hippocrates called the v/.v nwiiicairix naturae, the healing 
power of nature that exists w ithin us all. There are still many cul- 
tures in which there has been no divorce between music and 
healing. Kor example, in many so-called primiii\e societies, the 
healing shaman is nearh always a musician, and music and in- 
cantation is as important as all the other aspects of his profes- 
sion. The only remnant we see of this is the use of music in re- 
ligious ceremonies, a custom which dates back to a time in our 



society before the divorce between medicine and religion. And 
thus, throughout the centuries and today, over and above the 
intellectual satisfaction or the more physical enjoyment we may 
derive from music, there is another quality: and it is this other 
quality, this life-energy-enhancing quality, to which 1 have 
devoted a major part of my research over the years. 

At the Institute of Behavioral Kinesiology, we have now 
tested some 25.000 phonograph recordings recorded over a 
period of over eighty years, and it has been found that almost 
without exception this music has been highly therapeutic- In 
fact, we have used it for years for anesthesia, analgesia, stress 
reduction, relaxation, general tonification, as part ol ntodilied 
acupuncture techniques, and as adjunctive therapy in drug 
withdrawal programs. Music has also been used in programs 
to overcome fears and phobias, alleviating insomnia, and even 
for t he "tranquilization" of acutely disturbed psychotic patients. 

About two years ago, this changed. 1 suddenly found that 
1 was not achieving the same therapeutic results as before, 
that plaj'ing the same compositions to the same patients was 
producing a completely contrary effect! Instead of their stress 
being reduced and their life energy being activated, the opposite 
was occurring. Music examples that we had long used to pro- 
mote sleep now seemed to be actually aggravating the insomnia. 
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And we found in one case that instead of the music helping a 
patient withdraw from tranquilizers, it seemed to increase his 
need for them. Special tapes for businessmen to use during their 
rest periods seemed suddenly to increase rather than reduce 
their stress. These findings were very alarming. 

When 1 investigated these paradoxical phenomena, I found 
that in all cases they were related to the use of digital recordings. 
These were commercial recordings made from digital masters.^ 
When I substituted analog versions of the same work, some- 
times even with the same performers, the positive therapeutic 
effects were again obtained. There seemed to me little doubt lhat 
something was "w rong" with the digital process. Apparently the 
digital recording technique not only did not enhance life energy 
and reduce stress, but it was actually i/ntherapeutic that is. it 
imposed a stress and reduced life energy. Through some mecha- 
nism of which I am not aware, as I am not an electronics ex- 
pert, the digital process was somehow reversing the therapeutic 
effects of the music. 

In a number of instances 1 had analog and digital perform- 
ances that we could easily compare. One was of Zubin Mehta 
conducting the Beethoven Emperor Concerto. We found that 
the digital performance (on London) had a stress-inducing ef- 
fect whereas the old analog performance (on Vox) did not. We 
also found that the early LP transfers of Caruso and McCor- 
mack were life -energy enhancing, whereas the restored (digi- 
tally) versions had the opposite effect. Yet these were recordings 
of the same performance. The only difference was the digital 
process. And this was apparent even though the original re- 
cordings had been made nearly seventy years ago. Other ex- 
amples were the PCM recordings of various Czech performers 
whose earlier versions were on the Supraphon label. They were 
the same performers and the same works. The only difference 
appeared to be the digital process. 

As part of my work in clinical practice and as one of my re- 
search tools, 1 employ the technique of Behavioral Kinesiology. 
This involves the precise, accurate testing of any muscle in the 




SURVIVAL KIT 



The Crown Real Time Analyzer (RTA-2) can help 
you stay ahead of the competition. It will show you 
what's wrong with frequency response in studios, 
control rooms, circuits or equipment. You'll know 
exactly where to start to improve signal quality. 

The RTA-2 is yours free, 
for thirty days. 

It's easy to use, rugged and self-contained. 60dB 
dynamic range. Five-inch CRT. Complete with high- 
quality microphone. If it doesn't help, send it back. 
No obligation. 

Call Dennis Badke at 2191294-5571 for the details. 

@croiun 

1718 W. Mishawaka Rd., Elkhart, IN 46517. 

Innovation. High technology. American. That's Crown. 

Circle IS on Reader Service Card 



body as an indication of the degree of stress to which an indi- 
vidual is subject at the moment. For many practical reasons, 
the deltoid muscle is tested. This testing, which 1 was taught 
first in medical school many years ago, is best described in the 
text. Muscles: Testing and Function by Henry O. Kendall et al. 
(Baltimore: Williams & Wilkins, 2nd Edition, 1971). 

To perform a simplified version of the Behavioral Kinesiology 
test.'' have the subject stand facing the tester with his left arm ex- 
tended out from his side perpendicular to the body, with no 
rotation at the elbow. Now. the tester presses down with his 
right hand fairly swiftly and sharply on this outstretched arm 
using approximately eight to ten pounds of pressure. 1 here 
should be a spring in the shoulder joint and the arm should 
bounce back to its original position. The deltoid muscle's func- 
tion is to raise the arm up from the side of the body to ninety 
degrees. Thus to test it, one pushes down on the outstretched 
arm. It will be found that in nearly every case, the arm will test 
strong. This is a measure of the individual's life energy. As one 
audio engineer described it, he felt a springiness like having 
a fish on the end of a rod. U the subject is under a great deal of 
stress at that time, there will not be a "spring" in the shoulder 
joint, and he will not be able to resist the tester's eight to ten 
pounds of pressure. If this situation exists, you will find that 
playing any classical music recording and most popular music 
during the testing procedure will reduce his stress and so 
energize him that he will test strong. 

But should you instead play a digital recording, it will be 
found that the arm that was previously testing strong and could 
easily resist the pressure, will be unable to do so — the digital 
effect has so stressed the subject that he cannot resist the pres- 
sure. Something has happened. Some stress has been intro- 
duced which is now manifested in this negative response. Per- 
haps even more striking is the differences in stress effects found 
upon testing a recording session in which digital and analog 
recordings were made simultaneously.' Similar effects are also 
apparent with the human speaking voice using this newer digital 
recording process. 

Obviously, this effect is not due to the performer nor to the 
composer, since other recordings (analog) of the same per- 
former and the same composer do not have this effect. In fact, 
they are therapeutic — that is. they reduce stress and enhance 
life energy on testing. There is a yet-to-be-identified factor 
involved in the digital technique which is causing this stress. 
At some level the ear is perceiving a signal which it recognizes as 
being unnatural and alarming. This instantaneously causes a 
stress reaction which is manifested in the loss of muscle strength 
on test. 

Many audiophiles state that they have noticed that they can 
discern something vaguely "wrong" with the digital recording 
process but cannot quite pinpoint the problem. Using the BK 
test, in both its more popular and its more subtle research 
forms, it can easily be shown that a difference between analog 
and digital does exist. While we certainly enjoy the benefits of 
this major technological breakthrough, there are subtle physio- 
logical effects still to be considered. 

It is important to emphasize that this is not a test of muscle 
strength. It is more of, although not entirely, a test of reaction 
time. It is a test of the integrity of the acupuncture system of the 
body. This is the system through which flows the electro- 
magnetic energy of the body. A heavy, powerful testing is a test 
of muscle strength, not of reaction time, and it is. in essence, a 
different test.* When 1 demonstrated my findings at the AES 
conference in Los Angeles in May '80. 1 was accused of pushing 
too hard when the subjects were failing during the times the 
digital recordings were being played. In point of fact, pushing 
"too hard" will, if anything, fail to demonstrate the effect. It is 
not— repeat NOT a test of muscle strength but more of, 
although not entirely, a test of reaction time. 

It can also be shown with more subtle testing' that an im- 
balance between the two cerebral hemispheres has been intro- 
duced such that there is now either left or right hemisphere 
dominance, usually left hemisphere. This indicates that there is 
mental stress and concomitant with this, reduced creativity. 
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This test has been performed both by myselfand others under 
double blind test situations on many occasions, and the results 
always tend to be about the same, with these provisos: there will 
always be some people whose life energy is so high, or if you 
prefer, whose stress thresholds are so high, that they will be 
impervious to the digital effect. And paradoxically, there are 
those whose life energy is so low (these are usually severely 
physically debilitated patients) that they are not affected by it. I 
also wish to emphasi/c that for accurate testing there are many 
variables that must be controlled, many more than I can 
elaborate upon in this short presentation. Furthermore, as we 
ha\'e previously staled, for accurate interpretation at the 
Institute, we test not just at the one superficial level of testing 
that I have described above, but in twelve deeper levels as well. 
It is only when all the variables are accurately controlled and 
testing is carried out at all twelve levels that the findings are 
meaningful. 

I and many of my colleagues have performed this test for 
many years. It has been used in many aspects of clinical practice 
and has been firmly established in a number of disciplines. I am 
more aware than any pro-digital advocate of the shortcomings 
of the test. And I would like nothing more than to be able to 
read a meter instead. However, although many electronics 
experts have tried over the years to help me to design such an 
instrument, they have never been successful. They finally realize 
that perhaps the body itself may be a better test device than any 
instrument that we can make. ! personally believe that the 
proper research tool can be designed, but it will not be related to 
the muscle test. It will involve measuring the change in 
electromagnetic activity in that part of the body where is 
situated what we may call the acupuncture central head- 
quarters, because it is the electromagnetic disturbance there 
which is manifested as a weakening of the test muscle. And it is 
here, centrally, that the stressful effect of the digital recordings 
occurs. 

What if my findings, and those of my colleagues, are correct? 
Before long. I would prEsume. nearly all recordings of classical 
music, of otherwise therapeutic music, will be made using the 
digital process. The implications of this for our future are very 
disturbing. If the major therapeutic recording artists of today 
are recorded for posterity using the present digital technique 
their efforts will be valueless for us and valueless for future 
generations. No more will we be able to call upon the 
therapeutic powers, the true healing powers, of the musicians of 
our day as we have called upon the musicians of previous days. 
This will mark the end of the therapeutic era of recorded music. 
I he great technological advance of being able to bring the 
greatest performers into our homes lor entertainment, and 
much more importantly, to raise our life energy, will have been 
destroyed. 

When a man comes home stressed after a day's work and puts 
on a recording of a Schubert piano sonata to help him over the 
stresses, the opposite will occur. He will become more stressed. 
And he will learn over a period of time that music does not help 
him to relax as he had expected. Or, a person who as part of his 
religious pursuit plays a record of the Bach B Minor Mass. will 
perhaps recogni/e that he is further removed from his goal - 
that instead of serenity, instead of a feeling of life enhancement, 
the opposite has occurred. 

We will then cease to regard music as being what it is. one of 
the great therapies. Our recorded musical heritage will still 
satisfy the brain, but will do nothing for the rest of the listener. 
Our true recorded musical heritage will cease, 

I have frequently been in the position \"here discoveries first 
made through Behavioral Kinesiology havv a.cr been validated 
by what would be called the more usual scientific methods, and 
I have no doubt that in the future it will be recognized that the 
BK findings concerning digital recordings will be validated. But 
by that time, it may be that many works of our great artists w ill 
have been preserved in an unacceptable form. 

Science today has become identified w ith the use of meters, 
gauges, and masses of statistics. Some say that the testing 
techniques we have employed are not science. I w ould be happy 



to cooperate in any irtie scientific research to help solve this 
problem. What I am suggesting is an active research program 
with cooperation from the digital manufacturing companies. 
(Such cooperation has certainly not materialized in any wa\' to 
date.) In this program, as they modified their recorders, we 
would be able to offer feedback to assist them in correcting the 
problem. By correcting the digital technique, we may actu- 
ally be able to make recordings more therapeutic than they 
have ever been before. By discovering the central problem in 
existing digital recording techniques, we may then be in a 
position to so improve them that we ultimately have advanced 
the therapeutic benefit to mankind. 

Digital recording techniques obviously offer many 
advantages, and it is the hope of the Institute that a joint 
research project can be undertaken in order to overcome the 
negative effects involved and ensure that recorded music 
remains one of our greatest therapeutic heritages. ■ 



FOOTNOTKS: 

1. Your Body Ducsri'l Lie. John Diamond. M.I).. Warner Books: 
New York. 1980. 

2. We define "therapeutic" as that which enhances life energy and 
reduces vulnerability to stress on BK testing. The three possible 
values for a stimulus are: (1) therapeutic. (2) non-therapeutic, or 
neutral, and (3) untherapeutic. 

3. And then I realized that the digital recordings that I had in my 
private collection went unused. I seemed to play them once and then 
put them aside. It occurred to me that 1 had been reluctant to play 
them again in response to some stress-provoking factor. 

4. or course in an actual clinical experimental setting we test at much 
deeper levels using more sophisticated testing techniques. 

5. Haydn Symphony Number 100. Vanguard recording VA25000. 
One side is digital and the other is analog. 

6. Behaviorut KinesiolDgy Report fflO. December. 1977. 

7. Behavioral Kinesiology Report ttlS. May. 1978. 
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Special Report 



A Post-Script on 
Digital Stress 



DR. DIAMOND'S THOUGH IS On digital distress first came 
to our attention at the May, 1980 convention of the 
Audio Engineering Society. Reporting on Dr. 
Diamond's talk (in our July issue), we expressed the 
hope that more-conclusive tests would soon be conducted. 

Since then, we suspect that more heat than light has been shed 
on the subject. In this month's issue. Dr. Diamond suggests an 
active research program (more about that, later on) to help 
solve the "problem." But, in a letter to the editor in the 
prestigious Journal of the Audio Engineering Society 
(September. 1980). Dr. Nelson Morgan (of the Electronics 
Research Laboratory, University of California now with 
National Semiconductor) suggests there is no problem: he finds 
no correlation between digitalization and stress in his own tests. 

In a recent edition of the Svn-Aud-Con Nev^sletter (Fall, 
I9S0), there is a printed charge that the AES refused to print Dr. 
Diamond's reply to Dr. Morgan's remarks. (Thecomplete letter 
is printed in the Syn-Aud-Con Newsletter.) It is not our placeto 
Comment here on the propriety of any of this. On the one hand, 
it might seem that Dr. Diamond is entitled to "equal time." On 
the other, he already had the opportunity to present his findings 
in a scientific manner (at the May convention) and. his letter ix 
extraordinarily lengthy, contains several unsubstantiated 
accusations, and presumably would need to be edited for 
publication. And that would probably be enough to start 
another round of letters, and so on. 

And so the matter rested, until weencountered Dr. Diamond 
at the most recent AES convention in New York. Under- 
standably, he v^'as distressed at the unfortunate direction in 
which this whole matter had turned. But also understandable is 
the distress that other, more scientific, observers feel over the 
manner in which Dr. Diamond has been presenting his position. 
Dnfortunately, much of the bad feeling that now e.\ists could 
a> have been avoided by a minimal attention to detail: the 
^ procedures foi' objective testing are no secret to anyone really 
fg interested in an un-biased experiment. In fact, a recent AES 
g preprint carefully describes many of the procedures, a^ v\ell as 
™ some of the hardv^are to be used. ("The Great Debate: 
_Q Subjective Evaluation." by Lipshitz and Vanderkooy AES 
■o Preprint ffl563.) 

The paper states that. ". . .the burden of proof must lie with 
those who makenev\ hypotheses regardingsubjective tests. This 
^ alone would wipe out most criticisms of the controlled tests 



reported in the literature. Speculation is changed to fact only be 
careful experimentation." The preprint was published in 
February, 1980. 

With all of this as background information, we invited Dr. 
Diamond to share his research with our readers. Obviously, 
most of us are quite interested in digital audio, and would like to 
be kept up-to-date on both its benefits and its drawbacks, if any. 
And, since this is fast-becoming an emotionally-charged issue, 
we place the burden of presentation entirely on the author. 
I'hat is. no corrective blue-pencil surgery would be done by us 
(except for some minor punctuation and the omission of two 
specific references to producers of digital recordings). 

To the best of our recollection, this is the first time that a db 
article has been followed by such an editorial post-scnpt. 
Usually, there is an implied post-script to any article the one 
that goes, "...the opinions expressed here do not necessarily 
represent those of the editors" etc. However, in this case we feel 
that something more is required, since we've long since 
learned to our acute dismay that almost anything that 
appears in print may often be taken as gospel by many readers 
(one of the reasons v^e usually stay away from "How to M ike the 
Ka/.oo"-type stories). And. therefore, we offer these remarks, 
but not as a rebuttal, since we're going to ask our readers to slug 
this one out. Rather, we are acting in anticipation of the many 
letters we expect to receive on this matter. 

We assure all our readers that we too can spot the 
unsubstantiated claims, unidentified colleagues, and incom- 
plete references that appear throughout thearticle, Wecan only 
state that our author is no doubt aware of these omissions, and 
prefers to present his position in this manner. Obviously, he 
Could have supphed more complete details if he had chosen to 
do so. 

Then wh\- publish the piece in the first place, only to follow it 
up with this elaborate p.s.'.' Surely, we could have used the space 
for something more constructive, and no doubt, less 
controversial. Well, despite the fact that Dr. Diamond cluH)ses 
to present an inconclusive case, he is not alone in drawing our 
attention to this digital-stress issue. We have already received 
quite a few letters on the subject, largely in response to Mark 
[.evinson's letter in our October issue. (More on this in a 
lui'jre issue.) 

So it would seem that even in the absence of definitive test 
results, there may be something here that needs some 
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investigating. We are not ready to accept Dr. Diamond's 
conclusions, but neither are we comfortable with the idea of 
simply ignoring the questions and comments on the quality of 
digital audio. And so, this post-script. 

Dr. Diamond proposes a research program, in which 
manufacturers would modify their recorders in response to 
feedback that would be offered to assist them in correcting the 
problem. What problem? Why, the one that Dr. Diamond tells 
them they have! One doesn't have to be terribly bright to reject 
this sort of logic, and it should come as no surprise to anyone to 
learn that manufacturers are not exactly beating a path to his 
doorstep. 

We recall the early days of Dolby noise reduction, when the 
system was accused of "changing" the sounds that were 
recorded through it (especially the drums). As we learned more 
about what we were doing, it turned out that we were not 
changing the sounds (especially those drums), and that some of 
us were so used to the distortion produced by, say, cymbals- 
plus-hiss, that we actually preferred it to the cleaner sound 
offered by noise reduction. Since the differences were subtle, we 
accused the system, rather than ourselves, of distortion. 
Eventually, we learned better, and maybe the same thing will 
happen to our perception of digital audio. In the meantime, we 
can profit by remembering past history, and at least proceed 
with caution. 

Furthermore, the emerging digital technology certainly 
deserves something more positive than an exchange of 
accusations between one side and the other. Towards that end, 
we have a proposal to make. 

We've just returned from a visit to the school ol music at the 
University of Miami. The university offers a Bachelor of Music 
degree in Music Engineering Technology. To graduate, students 
must demonstrate a proficiency in both music and electronics 
(including digital audio). The school's multi-track recording 
studio is in almost-continuous use, both as a teaching 
instrument for the music-engineering students, and as a support 
activity for the large student body of performance majors. 
Consequently, the university has a large resource of highly- 
qualified music listeners, some with (and some without) an 
engineering background. A wide variety of music is readily 
available (jazz, rock, classical, electronic, etc.). 

It would seem to be an ideal venue at which to conduct a 
series of tests on almost any aspect of music-and-engineering. 
Using the double-blind test procedures described by Lipshitz, 
Vanderkooy and others, it should be relatively easy to conduct a 
series of A B tests to the satisfaction of any scientifically- 
trained observer. 

However, the spectre of inviting digital audio to come and 
plead itself innocent to unsubstantiated charges should have 
no part in the proceedings. Listeners must be asked, "Can you 
hear a difference between recording A and recording B?"They 
must not be asked, "Which recording is more distorted?" The 
latter question implies a universal agreement on distortion. As 
we have learned from the early days of noise reduction, no such 
agreement exists. The same goes for perceived stress, and 
many other aspects of recorded sound. 

Later tests might examine the sublimal effects of various re- 
cording techniques and hardware systems. Here again, we must 
be careful in our questioning, and in the conclusions which are 
reached. Are changes in muscle strength necessarily bad? Does 
analog punk-rock actually cause less stress than digital Mozart? 
Would you prefer music that created no effect whatever? And 
so on. 

Even the most rigorous testing program will not supply us 
with all the answers, especially since we're still having some 
problem formulating the questions. But, a well-thought out 
program, supported (but not unduly influenced) by industry 
should go a long way towards advancing our knowledge of the 
art and science of recorded sound. 

Several manufacturers have already expressed interest in 
participation, and the University of Miami is likewise prepared 
to offer its assistance. We'd be interested to hear any construc- 
tive thoughts that our readers may have on all of this. ■ 



^Perfect Timing^ 



If You've Wanted To Put Time Code On 
Your Tape, But Can't Afford The High 
Cost Of SMPTE: 



The ES 280 TIME CODE 
GENERATOR/READER Is For You! 




The new, low-cost way to provide time infor- 
mation on all your tapes, ES 280 generates a 
time code which Includes DAYS, HOURS, 
MINUTES, SECONDS AND TENTHS OF 
SECONDS, 

With the flip of a switch, ES 280 becomes a 
reader, to locate that certain place on the 
tape. 

An Amplitude Control knob is located on the 
rear, so that you can use the 280 with any 
recorder. Video or Audio. 

The 280 uses tones that are compatible with 
the cue tones used in cartridge recording. 



ES 280 COSTS $500.00 
ES 281 (READER ONLY) $375.00 



Contact us or one of our dealers, and we'll tell 
you how you can get your own 280, 




(213) 322-2136 

142 SIERRA STREET • EL SEGUNDO, CA 90245 

V J 

Circle 35 on Reader Service Card 
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A Guide to Digital Tape 
Recorder Specifications 

(and a PCM Picture Book as well) 





Audio 


Digital 








Dynamic 


Cross- 


Sampling 






Manufacturer Channels Tracks 


Frequency Response 


THD 


Range 


Talk 


Rate 


Quan. 


Tape. Speed 


Denon 


8 


VTR 


DC 


-20 kHz +0.2.-1 


<0.i % 


>89 dB 


>80 dB 


47.25 kHz 


14 


2- 


JVC 


2 


VTR 


DC 


-20 kHz ±0.5 dB 


<0.02 % 


>90 dB 


not given 


44.056kHz 


16 


U-Matic 


Mitsubishi 


32 


40 


10 


Hz-20 kHz ±0.3 dB 


<0.02 9c 


>90 dB 


>80 dB 


50.4 kHz 


16 


1". 30 ips 


Mitsubishi 


2 


8 


20 


Hz-20 kHz +0.5.-I 


<0.05 % 


>90dB 


>85 dB 


50.4 kHz 


16 


.25". 15 ips 


Sony 


48 


96 


20 


Hz-20 kHz +0.5.-1 


<0.05 % 


>90 dB 


not given 


44.056kHz 


16 


2". 22.5 ips 


Sony 


2 


VTR 


20 


Hz-20 kHz +0.5. I 


<0.05 % 


>90 dB 


>90 dB 


44.056kHz 


16 


U-Maiic 


Soundstream 


8 


not 
given 


DC 


-21 kHz +0.5,-1 


< 0.004% 


>90 dB 


>85 dB 


50.0 kHz 


16 


r. 35 ips 


I echnics 


4 


16 


20 


Hz-20 kHz ±0.5 dB 


<0.05 9( 


>90 dB 


>70 dB 


50.4 kHz 


16 


.25", 15 ips 


3M 


32 


32 


10 


Hz-20 kHz +0.5.-3 


<0.03 % 


>90 dB 


>90 dB 


50.0 kHz 


16 


r, 45 ips 



GO 
05 




Figure 1. An artist's conception of an early 3M editing Figure 2. The current 3M digital editing system was 

system. When pre-production prototypes were judged described in the February, 1980 issue of db. 

overly complex for routine editing chores, the system seen 
in Figure 2 was developed. 
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Figure 9. A prototype version of Sony's PCM-3324 Digital 
Recorder. 



Figure 10. An Ampex digital prototype, offering four 
channels on quarter-inch tape (50 kHz sampling rate). A 
series of experimental sessions are planned for later 
this year. 
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4^ Classified 



Minimum order accepted: S25.()() 

Kates: SI. 00 a word 

Boxed Ads: $40.00 per column inch 

dl) Box Number: S8.50 for wording "Dept. \X," etc. 

['lus SI. 50 to cover postage 

l- requenc) Discounts: 6 times, 15%: 12 times, 30% 
AM. ( l.ASSIKIKI) ADS Ml ST BK PRKPAID. 



FOR SALE 



CO 

a> 



3 

as 



•a 



o 
in 



%-INCH TAPE duplicating system. Six 
Crown 800 transports. New 4-channel 
heads. Solid state. Mint. $4,200.00. (215) 
338-1682. 



BGW: FOR IMMEDIATE DELIVERY. UAR 
Professional Systems. 8535 Fairhaven, 
San Antonio. TX 78229. 512-690-8888. 



PRO-SOUND equipment. Specializing in 
phone and mail orders. Free discount 
catalog. Write or call Sonix Co., Dept. D, 
P.O. Box 58, Indian Head, MD 20640 
(301) 753-6432. 

CARTRIDGE RELOADING. Factory au- 
thorized rebuild service on Aristocart, 
Capitol/Audiopak A-2, AA-3, Fidelipac 
Cartridges. Fast turn around. Broadcast 
Cartridge Service, 15131 Triton Lane, 
#108, Huntington Beach, CA 92649. (800) 
854-6419 or (714) 898-7224. 



GUARANTEED LDVESTPRIGtSI 



S50 CASH OFFER! 

We will beat any legitimate 
advertised price or price 
quote on any 3M PRO audio 
product, or we will give you 
$50 CASH! Call now. Deal- 
ers excluded. 

WHOLESALE DISTRIIUTORS 
t62t HORNVOOD 
HOUSTON, TX. 77074 
|713|77Z-lt$3 



.AU DIO 

[p n a 



SHOP 



SEND FOR OUR AUDIO PRO SHOP CATALOG. 



fRtE CATALOG I AUDIO APPLICATIONS 


QOPAMP 


CONSOLES 

KITS L VVIIiO 
AMrUFIItS 

MIC . fO. *C N.IINC, 

TAPI. DISC, POWII 
OSClll Alois 

AUOIO. lAft HAS 

fOw(» iurrilis 


Kill N StCaMOIE AVI. 
LOS ANCELIS. C* 9O0U 



REELS AND BOXES 5" and 7" large and 
small hubs, heavy duty white boxes. 
W-M Sales, 1118 Dula Circle, Duncanville, 
Texas 75116 (214) 296-2773. 

DOLBY Ml 6 cat. 22 & cat. 44 cards wanted. 
Reasonable! Jay Sound, 4300 Watertown 
Rd., Maple Plain, MN. 55359— Ph. (612) 
475-3151. 

SCULLY, NEW and used: FOR IMMEDI- 
ATE DELIVERY. UAR Professional Sys- 
tems. 8535 Fairhaven, San Antonio, TX 
78229. 512-690-8888. 



PROFESSIONAL AUDIO EQUIPMENT 

Shop for pro audio from N.Y.'s leader, 
no matter where you live! Use the Har- 
vey Pro Hot-Line. (800) 223-2642 
(except NY, AK, & HI) Expert advice, 
broadest selection such as: Otari, 
EXR, Ampex, Tascam and more. Write 
or call for price or product info: 

Harvey Professional Products Division 
2 W. 45th Street 
New York, NY 10036 
(212) 921-5920 



dbx 155: FOR IMMEDIATE DELIVERY. 
UAR Professional Systems, 8535 Fair- 
haven, San Antonio, TX 78229. 512-690- 
8888. 

101 RECORDING SECRETS MOST EN- 
GINEERS WON'T TELL, S7.95 Tune- 
tronlcs, P.O. Box 55, Edgewater, N.J. 07020. 

AKG, E/V, Sennheiser Shure, Neuman; 
FOR IMMEDIATE DELIVERY most mod- 
els. UAR Professional Systems, 8535 
Fairhaven, San Antonio, TX 78229. 512- 
690-8888. 



USED: AKG BX20. EMT 140, MicMix 
Studio B. Orban 111b, Tapco 4400, 
Sound Workshop 242A. New: Ecoplate 
original, Ecoplate II, MicMix XL210, 
MicMix XL305. Free comparison, demo 
tape available. Audio House (303) 741- 
4746. 



CANADIANS! 

interested m semi-pro 
multitrack recording'? 

Heaoauane-oo- filfliiyO BjT^ 
Scxvxcfwi JIjjj te AC tascam 

EH! 



anc ".in-. -"O'e 
Write 0< CHii 



RICHARD AUDIO IIMC. 
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RSPi OAJ-aDI DfftECT flOX 

HMiinirnra 



RADIO WAREHOUSE 

+ 

Cash with order = Pro-Audio Equip- 
ment Savings 
Example: AKG-C567E Lavalier 
Microphone. $165.00, plus shipping 
All inquiries invited. 

RADtO WAREHOUSE 

P.O. Box 272B 
Dattas, Texas 75221 
(817) 496-9000 



f if^-^ 

HAVE YOU EVER BEEN FRUSTRATED 
WITH FEEDBACK HOWL EVEN AFTER 
USING EQUALIZERS? FIND OUT 
ABOUT OUR FEEDBACK STABILIZERS 
MOD. NO. 741 XR AND 742 XR 




D«ator Inquiries Invited 



AMPEX, OTARI. SCULLY— In stock, all 
major professional lines, top dollar trade- 
ins; 15 minutes George Washington 
Bridge. Professional Audio Video Cor- 
poration, 384 Grand Street, Paterson, 
r4ew Jersey 07505. (201) 523-3333. 



AMPEX AG-350-2: consoled, $1300.00; 
unmounted, $1100.00. Crown 800 trans- 
ports-quad heads. Magnecord 1028-2 
$225.00; no electronics $75.00. (215) 338- 
1682. 



FOR SALE: MCI RECORDING desk 
model 636 with light meters, Parametric 
Equalizer option, 36 x 36 in and out— 
4 EXRA Wild VCA faders. Option for 2-24 
track tape meter housing and 2 custom 
made producers tables— $75,000.00. 
Criteria Recording Studios, 1755 N E 
149 St., Miami, FL 33181. (305) 947-5611. 



BX20 AND BX10 AKG reverberation sys- 
tems. FOR IMMEDIATE DELIVERY. UAR 
Professional Systems, 8535 Fairhaven, 
San Antonio. TX 78229. 512-690-8888. 



THE LIBRARY... Sound effects recorded 
in STEREO using Dolby throughout. Over 
350 effects on ten discs. $100.00. Write 
The Library, P.O. Box 18145, Denver, 
Colo. 80218. 



Lexicon Prime Time: FOR IMMEDIATE 
DELIVERY. UAR Professional Systems, 
8535 Fairhaven, San Antonio, TX 78229. 
512-690-8888. 



AMPEX. OTARI & SCULLY recorders in 
stock for immediate delivery, new and 
rebuilt. RCI, 8550 2nd Ave.. Silver Spring. 
MD 20910. Write for complete product list 



ORBAN. All products in stock. FOR IM- 
MEDIATE DELIVERY. UAR Professional 
Systems, 8535 Fairhaven, San Antonio, 
TX 78229. 512-690-8888. 



JFET TUBE REPLACEMENTS for tirsi 
playback stages m most Ampex Profes- 
sional audio tape recorders- reproducers 
available from VIF International, Box 
1555, Mountain View, CA 94042. (408) 
739-9740. 



UREl: FOR IMMEDIATE DELIVERY most 
items. UAR Professional Systems, 8535 
Fairhaven, San Antonio, TX 78229. 512- 
690-8888. 



PROFESSIONAL AUDIO IN TUCSON— 
Crown, Otari. Altec, Sound Workshop, 
AKG, MXR-Pro, dbx & more. Sales, de- 
sign, service and demonstration show- 
room. Autograph Pro Audio, 601 E. Biack- 
lldge Dr., Tucson, AZ, (602) 882-9016. 



SOUND WORKSHOP 1280 + Expander 
Super EG- 24 in/24 out, full patchbays, 
4 8x2 line mixers. Console/producers 
desk, studio ready, $8,000. Firm. (212) 
253-0379. 



Neumann VG 66 Disc Cutting System 
—AM 32 B Speed Lathe. SX68 head 
w/tube electronics Telefunken Master 
Machine with transfer panel. Priced to 
sell. Reply: 

Premore, Inc. 
11058 Chandler Blvd. 
No. Hollywood, Calif. 91603 



BODE SOJND CO. 
1344 ABINGTCm PL. 
NO. TOlUAWftMDA, N.V. iai20 
716-SS2-1670 



LEXICON 224 Digital Reverberation. FOR 
IMMEDIATE DELIVERY. UAR Profes- 
sional Systems, 8535 Fairhaven, San An- 
tonio, TX 78229. 512-690-8888. 



EMPLOYMENT 



MAJOR NEW YORK CITY recording 
studio needs additional maintenance 
men. Dept. 111, db Magazine, 1120 Old 
Country Road, Plainview, New York 1 1803. 



WANTED: POSITION as a 1st or 2nd 
recording engineer, or position with a 
good professional sound company or 
professional audio equipment company- 
installations. Experience in studio re- 
cording, live sound reinforcement, video 
work and audio installations. Good, hard, 
efficient worker. Eddie— (205) 263-6353. 



ENGINEERS 




Research and 
Development 



Join thedevelopment staff of SHURE. We are looking forengineers with 
electromechanical transducer design/development experience, plus a 
degree in Engineering or Physics for the following positions: 

High Fidelity you win work with the team that is developing 
phono cartridges to meet the highest standards 
in audio. 

MicrOphOnGS Help us expand the state-of-the-art in profes- 
sional and communications microphonedevel- 
opment to meet the market demands of the80's. 
You will beworking at our Company headquarters in Evanston, Illinois 
and will receive an excellent starting salary and company benefits. 
Learn more about these challenging and rewarding opportunities by 
calling Cheryl Young at (312) 866-2229 or submit your resume inconfi- 
denceto 

Cheryl Young 

SHURE BROTHERS INCORPORATED 

222 Hartrey Avenue, Evanston, Illinois 60204 

An Egual Opportunity Employer for Decades 



(5) 
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INSTRUCTION 



WANT TO RUN A 

MIXER? 

CONCORDIA ''^^ 
COLLEGE'^. 
AUDIO -^i^ 
WORKSHOP J_M 

JUNE 21 -JULY 3, 1981 ^^^^K 

Basic to advanced instruction in sound 
reinforcement, A/V, and recording 

Write or call 
Audio Workshop 
Concordia College 
Moorhead. MN 56560 
218-299-4201 



SERVICES 



MAGNETIC HEAD relapping— 24 hour 
service. Replacement heads for profes- 
sional recorders. lEM, 350 N. Eric Drive, 
Palatine, IL 60067. (312) 358-4622. 



ACOUSTIC CONSULTATION— Special- 
izing in studios, control rooms, discos. 
Qualified personnel, reasonable rates. 
Acoustilog.-Bruel & Kjaer, HP, Tei<tronlx, 
Ivie, equipment calibrated on premises. 
Reverberation timer and RTA rentals. 
Acoustilog, 19 Mercer Street, New York, 
NY 10013 (212) 925-1365. 



CUTTERHEAD REPAIR SERVICE for all 
models Westrex. HAECO, Grampian. 
Modifications done on Westrex. Quicl< 
turnaround. New and used cutterheads 
for sale. Send for free brochure: Inter- 
national Cutterhead Repair, 194 Kings Ct., 
Teaneck, N.J. 07666. (201) 837-1289. 



HIGHEST QUALITY SAME SPEED (one 
to one) cassette duplication with half 
tracts. A/V format from your or 15 ips 
masters. Toby's Tunes, Inc., 2325 Girard 
Ave. S., Minneapolis, Minn. (612) 377- 
0690. 



VIF INTERNATIONAL will remanufacture 
your Ampex or Scully (Ashland/Bodine) 
direct drive capstan motor for $175. 
Average turn around time— 2-3 weeks. 
For details write PO Box 1555, Mtn. View, 
CA 94042, or phone (408) 739-9740. 



JBL AND GAUSS 
SPEAKER WARRANTY CENTER 

Fast emergency service. Speaker 
reconing and repair. Compression 
driver diaphragms for immediate 
shipment. NEWCOME SOUND, 4684 
Indianola Avenue, Columbus, OH 
43214. (614) 268-5605. 



Copies of db 

Copies of all issues of db— The 
Sound Engineering Magazine start- 
ing with the November 1967 issue 
are now available on 35 mm. micro- 
fifm. For further information or to 
place your order please write di- 
rectly to: 

University Microfilm, Inc. 

300 North Zeeb Road 

Ann Arbor, Michigan 48106 
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Directory of Microphone Manufac- 
turers." Dec. 1980, p. 48. 

Directory Of Nashville Manufac- 
turers." April 1980, p. 55. 

Directory Of Studio Construction 
Services. July 1980, p. 41. 

Distortion — Measuring Microphones 
For Music Hecording. Philip 
White. Jan. 1980, p. 34. 

Electronic Digital Editing For Multi- 
Track Comes Of .\ge. Robert J. 
Youngquist. Feb. 1980, p. 38. 

Fantasy Hecording/Zaentz Film 

Center: ( andy Store For The 80s. 

Larry Zide. Aug. 1980. p. 38. 
Future Shock Today: Hocking Into 

Video. Mark Klingman. Aug. 1980. 

p. 50. 

Getting Down to Two Tracks Fast 
and Other Stories. Ralph Hodges. 
Dec. 1980, p. 42. 

Hum, Pop, Thump and Other Micro- 
phone Noises. Bruce Bartlett. Dec. 
1980. p. 32. 
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If We Can Hear It, We Can Measure 

It. John Berwick. July 1980. p. 49, 
Indian Creek Recording Studio: 

State-Of-The-Art, Texas Style. 

John Rollo. June 1980. p. 44. 
Jaj Mcknight And MR L.Nov. 1980. 

p. 56. 

Made In Britain. John Borwick. June 

1980. p. 48. 
Magnetic Reference Tapes And The 

State of Reproducer Calibration 

Tapes. Ralph Hodges. Nov. 1980, 

p. 52. 

Measuring The Sound Of Radio. 

Eric Small. Sept. 1980. p. 32. 
Mitsubishi Digital Audio System, 
The. KunimaroTanaka. Feb. 1980. 
p. 33. 

Motion Picture Sound Systems. John 

Eargle. March 198C. p. 37. 
Motown System, The. Guy Costa. 

Aug. 1980. p. 43. 
Muscle Shoals Sound Studios. Irwin 

Diehl. Jan. 1980. p. 43. 
Nashville Sound Is Alive And Well, 

The. Sam Zambuto. April 1980. 

p. 33. 

Nashville Studios Switch To High 
Gear. Sam Zambuto. April 1980, 
p. 41. 

New VCA Technology, The. Paul 

Buff. Aug. 1980. p. 47. 
New York Hilton Makes A Sound 

Investment, The. Christine Kofoed. 

May 1980. p. 60. 
On M-S and Other Microphone 

Combinations. Dec. 1980. p. 47. 
On RMS: Kelly s C onstant To The 

Rescue. Almon H. Clegg. Nov. 

1980, p. 66. 
Otari MTR-90, The. John M. Woram. 

Nov. 1980. p. 59. 
Packaging: A New Dimension In 

Audio Test Equipment. Bob 

Metzler. May 1980. p. 70. 
PRASP— And How To Build One, 

The. Scott Pelking. July 1980, 

p. 38. 

Pressure Recording Process, The. 
Edward Long. Jan. 1980. p. 31. 

Recording Studio Design And Acous- 
tics. John M. Woram. June 1980. 
p. 32. 

Reinforcing The Pope In Boston. 
Brad Meyer. May 1980. p. 50. 

Re-Inventing The Vlicrophone. 
Barry Hufker. Jan. 1980, p. 50. 

Restricting Sound Radiation: Theory 
Vs. Practice. Michael Rettinger. 
Oct. 1980. p. 48. 

Saul Zaentz Film C"enter, The Con- 
struction of. Jeff Cooper. July 1980. 
p. 32. 



Scene From Europe: A Classical 
Speaker Situation. John Borwick, 
Dec. 1980. p, 27, 

Shielding And Grounding Revisited. 

Albert Grundy. Oct. 1980, p. 41. 
Sound For The Cinema. Ralph 

Hodges. March 1980. p. 35. 
Sound Rehabilitation For Theatres. 

N. 1. Weinstock. May 1980, p. 66. 

Sound Reinforcement and Broadcast 
Audio at the Republican National 
Convention. Greg Silsby. Dec. 
1980. p. 49. 

Sound Reinforcement Systems In 
Amphitheatres. Michael Rettinger. 
May 1980. p. 42. 

Spotlight on Nashville's Pro Audio 
Manufacturers. April 1980. p. 44. 

Studio Microphone Techniques. John 
M. Eargle. Dec. 1980. p, 38. 

Studio System Planning: Don't 
Forget The Bottom Line. Hamilton 
H. Brosious. Aug. 1980, p. 47. 

Time, Energy and Frequency Mea- 
surements For Sound Definition. 

Carolyn and Don Davis. June 1980, 
p. 37. 

Using Thevenin's Theorem In Audio. 

Almon H. Clegg. April 1980, p. 51. 
VL Meters Vs. Peak Program Meters. 

Sidney L. Silver, Jan, 1980. p. 46. 

What's New At The FCC? John M. 

Woram. Sept. 1980, p. 51. 
Wireless Microphones: On Stage 

And In The Studio. John Nady. 

Sept. 1980. p. 41. 

INDEX BY SUBJECT 

ACOUSTICS 

Acoustical Troubleshooting. Alan 
Fierstein. Oct. 1980. p. 36. 

A Live-End Environment For Con- 
trol Room Loudspeakers. Michael 
Rettinger. June 1980. p.42. 

Books on Architectural Acoustics 
For The W'ould-Be Studio De- 
signer. John M. Woram. June 
1980. p. 54. 

Creating The Ultimate Environment. 
Kent Duncan. Aug. 1980, p. 42. 

Restricting Sound Radiation: Theory 
Vs. Practice. Michael Rettinger. 
Oct. 1980. p. 48. 

The PRASP And How To Build One. 

Scott Pelking. July 1980. p. 38. 

APPLICATION NOTES 
Audio Pad Design Update. Oct. 1980. 
p. 51. 

Keeping It Clean And Quiet. Oct. 
1980, p. 42. 



More On Audio Pads. March 1980, 
p. 47. 

On M-S and Other Microphone 
Combinations. Dec. 1980. p. 47. 

On RMS: Kelly s C onstant To The 
Rescue. Almon H. Clegg. Nov. 
1980. p. 66. 

Still More On Audio Pads. May 1980. 
p. 80. 

Using Thevenin's Theorem In Audio. 

Almon H. Clegg. April 1980, p. 51. 

BROADCAST AUDIO 

Cleaning Up The Sound Of Radio. 

Vladimir Nikanorov. Oct, 1980. 
p. 44. 

Measuring The Sound Of Radio. 

Eric Small. Sept. 1980. p. 48. 
What's New At The FCC? John M. 
Woram. Sept. 1980. p. 51. 

COMPUTERS 

A Computerized Recording Studio 
Console. Robert Halsall and 
Dr. Hubert S. Howe. Jr. Feb. 
1980. p. 42. 

An Audio Micro-Computer For 
Tests and Measurements. William 
Sommerwerck. Feb. 1980. p. 28. 

C omputer-lnterfaceable Eumig- 
1000. Tom Bensen. Sept. 1980. 
p. 38. 

CONVENTION REPORTS 

AES Convention Report— London. 

John Woram. May 1980. p. 74. 
AES— Los Angeles. John M. Woram. 

July 1980. p. 42. 
Good Engineering Practices— SPARS 

Recording Conference III. Nov. 

1980. p. 47. 

DIGITAL TECHNOLOGY 
Correcting Tape Errors In Digital 

Magnetic Recording. Sidney L. 

Silver. Nov. 1980. p. 62. 
Electronic Digital Editing For Multi- 
Track Comes of Age. Robert J. 

Youngquist. Feb. 1980. p. 38. 
The Digital Format Dilemma. Feb. 

1980. p. 46. 
The Mitsubishi Digital Audio System. 

Kunimaro Tanaka. Feb. 1980. 

p. 33. 

DIRECTORIES 

Digital Tape Recorder Directory. 
Feb. 1980. p. 45. 

Directory of .Microphone Manufac- 
turers. Dec. 1980. p. 48. 

Directory of Nashville Manufac- 
turers. April 1980. p. 55. 

Directory of Studio Construction 
Services. July 1980. p. 41. 
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Spotlight on I'ru Audio Manu- 
facturers. April 1980. p. 44. 



MLIVl SOUND 

COMTRAK. John Mosclv. March 

1980. p. 41. 
Creating Synthesized Sounds for 

Star Trek. Dirk Dalton. March 

1980. p. 44. 
Motion Picture Sound Systems. 

.lohn Earglc. March 1980. p. 37. 
Sound For the Cinema. Ralph 

Hodges. March 1980. p. 30. 

MI( ROPHONKS 
Distortion-.Measuring Microphones 

Kor Music Recording. Philip 

White. .Ian. 1980, p. 34. 

Hum, Pop, Thump and Other Micro- 
phone Noises. Bruce Bartlett. Dec. 
1980, p. 32. 

Re-Inventing The Microphone. 

Barry Hiilker. .Ian. 1980. p. 50. 

Studio Microphone Techniques. John 

M. Eargle.Dec. 1980. p. 38. 

1 he Pressure Recording Process. 

Kduard l,ong. Jan. 1980. p. 31. 

NASHVILLi: 

dh Visits: The (^rand Ole Opry. 

Sam Zambuto. April 1980. p. 36. 
Directory of Nashville .Manufacturers. 

April "l980. p. 55. 
Nashville Studios Shift to High (>ear. 

Sam Zambuto. April 1980. p. 41. 

Spotlight on Nashville's Pro .Audio 
Manufacturers. April 1980. p. 44. 

The Nashville Sound Is Alive and 
Well. Sam Zambiito. April 1980. 
p. 33. 

NOISK AND NOISE RKDCC TION 
Keeping It Clean and Quiet. Oct. 

1980, p. 42. 
Shielding and (Grounding Revisited. 

Albert Ciruiidy. Oct. 1980. p. 41. 

SOUND REINFOR( EMKNT 
Reinforcing the Pope in Boston. 

Brad Meyer. May 1980, p. 50. 

Scene From F.urope: A Classical 
Speaker Situation. John Boruick. 
Dec. 1980. p, 27. 

Sound Rehabilitation for Theatres. 

\. 1. Weinstock. May 1980. p. 66. 

Sound Reinforcement and Broadcast 
Audio at the Republican National 
Convention. Greg Silsby. Dec. 
1980. p. 49. 

Sound Reinforcement Systems in 
Amphitheatres. Michael Rettinger. 
May 1980, p. 42. 



The New York Hilton Makes a 
Sound Investment. Christine Kofoed. 
May 1980, p. 60. 

SPECIAL REPORTS 

(lood Engineering Practices— SPARS 

Recording Conference III. Nov. 

1980. p. 47. 
The Digital Format Dilemma. Feb. 

1980, p. 46. 
What's New at the FCC? John M. 

Woram. Sept. 1980, p. 51. 

STUDIO REPORTS 

db Visits: The Grand Ole Opry. 

Sam Zambuio. April 1980, p. 36. 
Fantasy Recording/Zaent/ Film 

Center: Candy Store for the 80s. 

Larry Zide. Aug. 1980. p. 38. 

(letting Down to Two Tracks Fast 
and Other Stories. Ralph Hodges. 
Dec. 1980. p. 42. 

Indian C reek Recording Studio: 
State-of-the-Art, Texas Style. 
John Rollo. June 1980. p. 44." 

Motown System, The. Guy Costa. 
Aug. 1980, p. 43. 

Muscle Shoals Sound Studios. 

Irwin Diehl. Jan. 1980. p. 43. 
Nashville Studios Shift to High 

Cear. Sam Zambuto. April 1980. 

p. 41. 

Saul Zaentz Film Center, The Con- 
struction of. Jeff Cooper. July 1980. 
p. 32, 

The Motown System. Guy Costa. 
Aug. 1980. p. 43. 

TAPE RE( ORDERS 

Ampex ATR-124. John M. Woram. 

Jan. 1980. p. 39. 
( omputer-lnterfaceable Eumig- 

JOOO. [om Bensen. Sept. 1980. 

p. 38. 

Digital Tape Recorder Directory. 

Feb. 1980. p. 45. 
The Otari MTR-90. John M. Woram. 
Nov. 1980. p. 59. 

TESTS AND MEASI REMENTS 

Broadcast Signal Proces.sing: The dbx 
Approach. Leslie Tyler. Sept. 
1980, p. 48. 

If We ( an Hear It, We Can Measure 
It. John Berwick. July 1980, p. 49. 

Magnetic Reference Laboratory and 
The State of Reproducer Calibra- 
tion Tapes. Ralph Hodges. Nov. 
1980, p. 52. 

Packaging: A New Dimension in 
Audio Test Equipment. Bob Meltzer. 
May 1980, p. 70. 



Time, Energy and Frequency Mea- 
surements for Sound Definition. 

Carolyn and Don Davis. June 
1980, p. 37. 

INDEX BY COLUMNISTS 

BARRY BLESSER 

An Introduction to Digital Audio. 

July 1980. p. 22. 
Digital Audio. Sept. 1980, p. 12. 
Digital Audio. Oct. 1980. p. 12. 
Implementation of the Analog-to- 

Digital Conversion. Nov. 1980. 

p. 14. 

Quantizing: The Digital ( ounting 

System. Aug. 1980, p. 16. 
Realities of Digital Technology, The. 

Dec. 1980. p. 10. 

NORMAN H. CROWHURST 
A.G.C. and Masking. Aug. 1980. 
p. 24. 

A.G.C. and Other Things. Julv 1980. 
p. 10. 

Grounds and Hum. Feb. 1980. p. 10. 
Information Theory. No\ . 1980. p. 24 

More About Nature and Techologv. 
April 1980, p. 14. 

Seeking a System. Dec. 1980. p. 16. 
Sound and Hearing. March 1980, p. 8. 
Sound Separation. Oct. 1980. p. 18. 
System Phasing. Jan. 1980, p, 14. 
Systems: People and Machines. 

June 1980. p. 18. 
Toward Realism In Reproduction. 

May 1980. p. 14. 

Voice Prints and Stress Analysis. 

Sept. 1980. p. 18. 

MARTIN Die KSTEIN 

A V or Not A V, That Is The Question. 
Jan. 1980, p. 8. 

More Organizations and Confer- 
ences. May 1980, p. 22. 

Multi-Media/Multi-Image Equip- 
ment. June 1980. p. 22. 

N.A.V,A.-I980. April 1980, p. 22. 

Slide Business Is A Funny Business. 
March 1980, p. 14. 

Sound With Images. Aug. 1980,p,28. 

Sound With Images. Oct. 1980. p. 24. 

Training '79. Feb. 1980, p. 16. 

N.l. W EINSTOCK 

Corrective Devices. Nov. 1980. p. 20. 

Film Vs. Video. Sept. 1980. p. 24. 

Scenes From a Video Notebook. Dec. 
1980, p. 19. 

Videotape: Advantages and Dis- 
advantages. July 1980. p. 16. 
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4jpr; Peopk/Places/Happcnlnss 



• The Signal Companies, Inc. and 
Ampex C orporation have jointly an- 
nounced an agreement in principle to 
merge Ampex with Signal through an 
exchange of common stock. The agree- 
ment calls for the exchange of 0.85 of a 
Signal common share of stock (prior to 
an announced stock split) for each 
common share of Ampex Corporation. 
The merger is subject to the completion 
of a definitive agreement to be approved 
by the board of directors and share- 
holders of each company, a fa\ orable tax 
ruling, and approsal of various regula- 
tory agencies. The merger should be 
consummated by January. 1981. 

• National Radio Broadcasters Associa- 
tion (NRBA) Board Chairman Robert 
Herpe has announced the appointment 
of Lisa Kriede. NRBA director of opera- 
tions since December of 1979. to vice 
president of the association. The an- 
nouncement was made in Los Angeles at 
the American Radio Expo, NRBA's 
annual convention. 

• Richard Sirinsky has been appointed 
marketing manager of Ampex Corpora- 
tion's Audio-Video Systems Division. 
The mo\e was announced by Donald V. 
Kleffman, \ice president-general man- 
ager of the division. Sirinsky will develop 
and implement marketing activities for 
the division's professional audio and 
videotape recorders, broadcast cameras, 
switching systems and computerized 
editing and video storage systems. He 
will be located at the corporate head- 
quarters in Redwood City. California. 
He returns to the Audio-Video Systems 
Division after a two-year assignment as 
vice president and general manager of 
the Europe, Africa and the Middle East 
area lor Ampex International. 

^ • Beginning January 1981. the Kditall 
g C orporation. wideh known for its 
professional tape splicing products, will 
become a division of the XEDIT C or- 
3 poration. with its own 10 \'ear experience 
^ in manufacturing high quality splicing 
blocks and electronic products for the 
^ recording industry. Editall was founded 
in 1952 by Mr. Joel Tall, the foremost 
pioneer in tape editing. The combined 
operation will be located at 133 South 
irt Terrace. Mt. Vernon. N.Y. 



• Dave Kelsey, acting as temporary 
national chairman, has announced the 
formation of a national trade associa- 
tion for professional audio dealers. 
"PADA" (Professional Audio Dealers 
Assocation), is to be headquartered in 
Los Angeles. California. Initial member- 
ship is limited to dealers of professional 
audio equipment whose sales exceed one 
million dollars annually. The purpose 
of the organization is educational in 
nature, with emphasis on successful 
business operation. 

• Frederick (Rick) Kukulies, President 
of Tangent, has announced the following 
changes: Gary K. Bailey, former assistant 
vice president at L nited Bank (Arizona) 
has assumed the newly created post of 
general manager; sales manager. Thomas 
M. Scott will concentrate his activities on 
broadcast sales and the development of 
international markets, and Craig N. 
Olsen has been appointed national sales 
manager and will concentrate his activi- 
ties on domestic sales to recording 
studios and the sound reinforcement 
markets. Neilson/Anklam, Inc., has 
been appointed Tangent's advertising 
agency. 

• Quad-Eight Electronics, an industry 
leader in custom automated console 
systems, has announced the signing of a 
contract with S.A.I.T. of Brussels, 
Belgium for two custom Quad-Eight 
Coronado Console Systems. The consoles 
are destined for The Palace of The Arts 
in Sophia. Bulgaria. They will be used for 
live theater sound reinforcement, li\e 
recording and Radio Television broad- 
casting. These two systems will be the 
first ones in the Eastern European com- 
munity to incorporate a microprocessor 
based Compumix 1 1 1 disc-memory. 
SMPTE EBU time-code based auto- 
mated electronic editing systems. 

• Altec Lansing has announced the 
appointment of Pietro"Pete"Costantino 
to the post of Plant Manager at the firm's 
Oklahoma City facility. Altec's Oklahoma 
City facility manufactures the Voice of 
the Highway autosound speakers, home 
high-fidelity speakers and University 
Sound products. 



• Some residents of France's popular 
coastal resort of Saint-Malo no longer '"let 
their fingers do the walking." Instead, 
their electronic telephone directory 
promptly displays the number they need 
on a screen in their home or office. 
Dozens of Saint-Malo residents and 
businessmen became pioneers this past 
summer in the first large-scale test of 
France's plan to completely eliminate 
conventional telephone directories and 
the telephone "information" service. The 
electronic directory, says the French 
telephone company, is easier to use. 
faster and cheaper. The electronic direc- 
tory terminal, a nine-inch black and 
white screen connected to the telephone, 
is linked to the data base through the 
regular telephone line. Customers will 
obtain the requested telephone number 
by typing the requested name on the 
keyboard to enter the system- -the 
number will appear within seconds on 
the display screen. The electronic direc- 
tory is one of several new telecommuni- 
cations projects being developed under a 
national program known as Telematique. 

• Rockwell Internalional Corporation 
and Continental Electronics Mfg. Co. 

have jointly announced the sale of 
Rockwell's Collins broadcast products 
business to Continental. The sale in- 
cludes Collins line of AM and FM radio 
transmitters, audio consoles and other 
related radio broadcast equipment. 

• RTR Industries of Canoga Park. 
California, announced the appointment 
of Edward B. Duggan as Chief Executive 
Officer. RTR is a major speaker com- 
pany and markets finished products 
under the labels of RTR. RTR Series III. 
Synergistics, and Acculab. 

• Matt Biberfeld, program director at 
WNCN (104.3 FM) for the past four 
years, has been named general manager 
of the classical music station owned by 
GAK Corporation. As program director, 
Mr. Biberfeld was instrumental in 
developing live and remote broadcasts 
from the New York City Opera, the 
( hamber Music Society of Lincoln 
(enter, the Caramoor Festival, the 
92nd Street Y, Juilliard and other 
musical centers. 
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FOR MORE HITS 
ON AMPEX TAPL 





3 CXUT OF 4 RECORDING 
STUDIOS DO. 

In just 7 short years, Ampex Grand 
Master 456 Professional Recording 
Tape has become the unquestioned 
leader. And it is now used by 3 out of 4 
recording studios in America. Ampex 
professional tape is used to master more 
hit albums than all other brands 
combined. Impressive facts. But, so are 
the reasons. 

For one thing, Ampex 456 has a 
wider dynamic range than any other 
professional recording tape. It's bias 
compatible, so you won't have to waste 
valuable studio time adjusting bias. And 
it's a "hotter" tape — the kind that pro- 
fessionals demand. 

Naturally, Ampex 456 has all the 
other characteristics you'd expect from 
a professional recording tape. Like the 
highest possible signal-to-noise ratio 
and a saturation capability that's the 
best in the business. It also has the 
industry's lowest distortiorf, unwavering 
physical stability, high durability, and the 
ability to perform perfectly after the 
most prolonged or adverse storage 
conditions. 

If you still can't decide which tape 
to use for your next session, here's a 
simple test. Ask 4 studios. Ask 40. Odds 
are they'll recommend Ampex 456. 




REFLECTIONS OF REALITY. 
AND BEYOND. 

Ampex Corporation, Magnetic Tape Division, 
401 Broadway. Redwood City, OA 94063415/367-4463 
Circle !l on Reader Service Card 
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The choice of the prominent studios and top artists. Neve music recording 
and mixdown consoles. We cordially invite you to join the Neve world 
of excellence. Consider the incomparable Neve Model 8 108 with 
microprocessor controlled Central Assignment System, instant interrogation, 
and choice of manual, VCA or NECAM fader systeA^ust to name a few 
vjx of-ihe §108's outstanding features. Fjom 32 iAputs^i^rack to 
5iQ>iriputs/48'rtrackrihe 8108 is the most ^dveujqfed ^^fei^oniyeever! 




